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та ALL HOLOERS OF 06-8 SEVENTY SERIES MAINTENANCE MANUAL 
CONCERNING: REVISION 19, CHAPIER 5, DATED: APR 1/88 
S-CONT REVISED 70 PROVIDE GENERIC TABLE OF CONTENTS. 
5-IDENT REVISED TO PROVIDE GENERIC AIRPLANE IDENTIFICATION LIST. 
5-97-0 | WP REVISED TO CORRECT SECTION NUMBER, 5 


5-58-0 WP REVISED ТО INCORPORATE TEMPORARY REVISION 5-2. REMOVE ІН 5-2 
FROM MAINTENANCE HANUAL. 


4 MANUAL UPDATE INSTRUCTIONS = 


PLEASE INSERT REVISED АМО МЕН PAGES INTO THIS MANUAL IN ACCORDANCE WITH THE 
CURRENT LIST OF EFFECTIVE PAGES, ALL EXISTING PAGES IN YOUR MANUAL THAT ARE 
BEING REPLACED WITH REVISED PAGES ARE ТО BE REMOVED FROM YOUR MANUAL, 
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AIRPLAME IDENTIFICATION 


Manufacturing Factory Serial Fuselage 
Series ‘Numbers Numbers 
068-71 95810 252 
068-71 45811 262 
DC8-71 45812 277 
068-71 45813 284 
06-71 45849 289 
068-71 45891 305 
068-7162 45897 315 
068-7162 45898 320 
068-7162 45900 316 
068-7162 45902 294 
068-71 45907 268 
068-71 45913 325 
oce-71 45914 292 
68-71 45915 295 
DC8-73CF 45936 за 
DC8-71CF 45938. En 
DCB-71CF. 45939 351 
осв-71 45941 EU 
DCB-71 45944 326 
068-71 45945 337 
068-71 45986 339 
068-71 45947 341 
DCU-71CF 45948 321 
DC8-71CF 45949 329 
068-71СЕ 45950 354 
DCU-71CF 45952 338 
068-71 45963 355 
DC8-73CF 45966 393 
DC8-73CF 45967 385 
DC8-73CF 45968 389 
068-71 45970 343 
068-71 45971 356 
068-71 45975 358 
068-71 45974 368 
08-71 45975 369 
08-71 45976 372 
068-71 45977 373 
08-11 45978 381 
068-71 45979 363 
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AIRPLANE IDENTIFICATION 


Hanufacturing Fectory Serial Fuselage 
Seriea Nurber Mumbor 

08-71 45983 E 350 
068-7362 45990 319 
DCB-72CF 45991 300 
08-71 45993 382 
0с8-71 45994 387 
068-71 45995 388 
08-71 45996 397 
-®С8-71 45997 398 
068-71 45998 399 
DCB-73CF 46001 395 
DCB-73CF 46002 394 
OCB=73AF 46005 401 
DCB-75AF 46008 405 
DCB8-73AF 46006 413 
0С8-73АҒ 46007 422 
0С8-73АЕ 46008 423 
0C8-72CF 46013 427 
08-71 46014 400 
0С8-71 46018 420 
0C0-73AF 46019 411 
oce-71 46029 425 
0С8-71 46030 426 
668-75 46035 E 
068-71 46059 448 
068-71 46080 449 
0С8-72СҒ 46093 445 
DCO-75AF 46044 432 
068-7562 46045 441 
0С8-75СЕ 46046 © 44 
0С8-73СЕ 46047 чат 
08-71 46048 450 
DC8-73CF 46049 479 
DC8-73CF 46051 440 
DCB-73CF 46052 442 
068-73 46053 446 
068-71 46055 492 
oce-71 46056 495 
DCB-73CF 46959 456 
DCB-73CF 46062 486 
DC8-73 46065 451 
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AIRPLANE IOENTIFICATION 


Manufacturing Factory Serial Fusolage 
Series Rumbor Number 
46064 ا‎ 459 
46065 ~ 460 
46066 462 
46067 455 
46072 417 
46075 48% 
46074 468 
46076 451 
46080 466 
46081. 4n 
46082 458 
46084 413 
46086 478 
46087 454 
46089 501 
46090 504 
6091 519 
46094 482 
46095 497 
46099 507 
46100 502 
46101 289 
46103 485 
46104 488 
46106 490 
46108 522 
46109 493 
46112 520 
46117 525 
46125 508 
46124 511 
46125 515 
46130 542 
46155 534 
46135 531 
46140 528 
DC8-75CF 46149 538 
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PYLON INSPECTION ~ MAINTENANCE PRACTICES 


1, General 


A. Each pylon requires an unscheduled inspection after the aircraft hes been 
subjected to the following severe conditions: r 


Q) Herd lending 


(2) Nacelle tontect 


о, dert 
ine failure (rotor seizure high imbelence, severe compressor 


(а) на 
P “ң Pequiring engine removal severe engine vibration requiring engine 
26121, uncontained rotating pert failure, i.ex rotor blade or disc 
` penatgation of cose). 
D 


Inopection/Check 


A. Figure 201 outlines the areae for inspection following severe conditions, 
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IDENTIFICATION OF INSPECTION AREAS 


Pylon Inspection 
Figure 201 (Sheet 1) 
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CONDITION 


Item 
No, 


Ares to be Inspected 
(Visual Inopection) Landing 


Насел је 
Contact Turbulence 


Massive 
Engina 
Failure 


5. 


———M—M M —— 


Side Sking (Yn223 to Yn385) 


Орел nacelle doors, pan 
access doors on RH and LH 
side aq yequired, 


Check skin for cracks, 

10086 fasteners, and deep x 
residual buckles. If deep 
buckles are found, check 

internal atiffeners іп 

area of concern. Give 

Special attention to ВИ 

side under adapter. 


Check access door fremes x 
for corner cracks end 
distortion, 


Check sido skine for 
overheating. 


Check fan reverser hinges, x 
brackets, and attachments, 


Lower Firewall (¥n223 to Үп555) 
Open nacelle doors. Remove 
lower fairing, 


Inspect for damage and 
overheating. 


Inspect for distortion, x 
cracks, buckles. 


Inspect fuse bolt at Yn310 x 
for gapping or looseness, 
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Pylon Inspection 
Figure 201 (Sheet 3) 
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CONDITION 


Item 
No. 


Aren to be Inspected . Herd 
(Visual Inspection) Lending 


Nacelle 
Contact Turbulence 


Мавэіхе 
Епдіпе 
Failure 


7. 


Keol (Yn355 to Yn399) 
Remove trailing edge 
fairing. 


Inapoct fasteners and x 
keel for local buckling 
end cracka, 


8. 


Front брег Bulkhead 
епохе pylon leading edge 
plates. 


Check for loose or broken x 
fasteners, 


9. 


Fairing Aerator 
гето} Aller fairings, 


Check for cracks, loose x 
or missing fasteners just 

aft of Yn321 to 0353, 

and fasteners at Yn384,942, 


If fastenora on stiffeners 
are failed, check stiffeners 
for damage (Remove access 
doars as required). 


(inboard and 
llere, if required. 


Check for cracks in bend x 
radius just aft of Yn321, 
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Figure 201 (Sheet 4) 
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CONDITION 


Haesive 
Iten Area to be inspected Нога Nacella Engine 


Ко. (Visual Inspection) Lending Contact Turbulence Failure 


11, Aft Pylon to Wing Attach 
Points (0339-18). 


Ороп adapter access door, 


Check integrity of x x x x 
attachmente to wing, Also 
bulkhead to pylon fasteners. 


12. Forward Engine Mount Truse . 
‘Open fen reveraer doors, $ 


Inspect structure for local | X x x x 
buckling of flanges, cracka 

in firewall, loose or 

missing fastenore attaching 

truss to pylon at Уп225. 


13. Forward Беліне Mounts 
Tumman) Орап fan reverser 


doors. 


Inspect linkage, pina, etc., | X x х х 
for signs of feilure, 


lá. АГЫ Engine Mount (Уп254,526) 
(Grumman) Open fan reverser 
doors, 


Check mount, linka, pine, x x хо. x 

Bte., for structural е 
damage, 

Cheek for overheating. x 


Deck attachments to pylon, 3 x x 


Pylon Inspection 
5-51-0 Figure 201 (Sheet 5) 
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CONDITION 


Наввіче 
Item Aron to be Inspected Hard  Nacelle Engine 


Мо, (Visual Inspection) Landing Contact Turbulance Failure 


15. Bulkhoad (Yn255,524) 
Remove skin and door 
(Yn223 to Yn278,5) 


Chock bul сай for 
buckies, stavks, broken 
fasteners. 


16, Trailing Edge Fairing 


Check for structural x x 
integrity. Check 
fasteners, 


Pylon Inspection 
Figure 201 (Sheet 6) 5 5-57-0 
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DOUGLAS AIRCRAFT СО, INC. 
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Area to be Checked Check for 


A. Engines (Cont.) 


(5) Engine and CSD oti Coolers plugged with dust, 
coolers 


NOTE: Rise in oil 
temperatures may 
be indicative of 


plugged oil ғ . 
coolers. ` 

(6) Bleed air coolers Coolers plugged with dust. 

(7) Sensors Plugged with dust. 


8, Aircraft Structure 
(1) Windshields Scratches, film of ash. 
CAUTION: RAIN REPELLANT ` 
‘SHOULD NOT BE USED 
UNTIL WINDSHIELOS 
ARE WASHED, 
(2) Hotel surfaces Film of ash, Check for eur- 


face corrosion after cleaning. 
Surfaces should bo frequently 


washed. 

(3) Ventilation openings Accumulation of ash, 

(а) Air conditioning ersten Contamination of oil in air 
"cycle machine and turbo 
compressors. 


Ash dust in valves, hast 
exchangers, sense linea, water 
separators, other componente. 
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Area to be Chneked 


Chock for 


B. Aircraft Structure (Cont.) 
(5) Hydro-mechanical 


NOTE: All componente 
expoded to ash 
should be cleaned 
end relubricated, 


(a) Pulleys 


(b) Cables 


(c) Oporating mechuniams 


(d) Linkages end bearings, 
moving parte in 
xheelwelle, thrust 
төуегзеге 


(е) Slate, flaps, roller 
aurfaces, any friction 
area 


(f) Hydraulic actuators 
and lending gear 
piatona 


(9) Hydraulic reservoirs 


(6) Pitot and static ports 


(7) Cracke, crevices, 
troughs, wheelwelle, any 
place whore dust end ash 
can accumulate 


C. Fuel System 
(1) Fuel filtera (more 


frequent checka after 
dust encounters). 
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Abrasion end wear, 

Abrasion end wear, especially 
in areas that travel through 
bulkhead seals, 

Excessive wear and abrading, ` 


Excessive wear, dust eccumula- 
tion, abrading. 


Excessive woar, dust accumula- 
tion, abrading, 


Excessive wear, dust accumula- 
tion, ebreding, scratches, 


Contamination (contaminate 
level - Class 5). Replace аз 
required, 

Plugged with ash or dunt. 


Surface corrosion after area 
has been cleaned. 


Contamination, clogging. 
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HIGHLIGHTS 


ALL HOLDERS OF DC-8 SERIES SEVENTY MAINTENANCE MANUAL 
REVISIGN 19, CHAPTER 6, ОАТЕО: APR 1/88 


REVISED TO PROVIDE NEW GENERIC TABLE OF CONTENTS. 


REVISED ТО PROVIDE ҺЕМ GENERIC AIRPLANE IDENTIFICATION LIST. 
REVISED ТО INCORPORATE TEMPORARY REVISION 6-3, REMOVE TR 6-3 


FROM HAINTENANCE MANUAL. 


INSTRUCTIONS 


PLEASE INSERT REVISED AND NEW PAGES INTU THIS MANUAL IN ACCORDANCE WITH THE 


CURRENT LIST OF EFFECTIVE PAGES. 


ALL EXISTING PAGES IN YOUR MANUAL THAT ARE 
BEING REPLACED WITH RCVISEO PAGES ARE TO BE REMOVEO FROM YOUR MANUAL. 


AN (*) ASTERISK IN FRONT OF AN ENTRY ON THE LIST OF EFFECTIVE PAGES INDICATES 
NEM OR REVISED PAGES, 


A LIST OF PAGES DELETED BY THE CURRENT REVISION IS BEING FURNISHED AS A PART OF 
THE HIGHLIGHTS AND DELETED PAGES SHOULD ВЕ REMOVEO FRON YOUR MANUAL. 
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CHAPTER CHAPTER 
SECTION SECTION 
SUBJECT CODE PAGE DATE SUSJECT COE PAGE DATE 
6-11-2 2 25 DEC 1/03 
1 APR 1/08 641-2 52 206 DEC 1/03 
2 APR 1/88 - — 6-11-2 52 207 DEC 1/83 
3 APA 1/08 6-1-2 52 208 DEC 1/83 
1 APR 1/08 6-1-2 52 209 DEC 1/83 
2 APR 1/88 6-1-2 2 20 DEC 1/05 
3 APR 1/88 6-1-2 % 21 DEC 1/85 
4 APR 1/08 611-2 52 212 DEC 1/83 
1 APR 1/88 6-1-3 50 201 AN 1/84 
2 APR 1/88 6143 5 202 Эт 1/06 
3 APR 1/88 6-11-3 50 2% дун 1/86 
50 1 JUN 1/83 6-11-3 50 2% NOV 1/81 
50 2 зун 1/83 6-11-3 50 25 DEC 1/04 
50 3 JUN 1/85 6-1-3 50 206 DEC 1/84 
50 4 UN 1/85 61-5 50 207 DEC 1/84 
50 5 JUN 1/85 6-11-35 50 208 DEC 1/84 
50 6 JUN 1/03 6-1-5 50 209 DEC 1/84 
51 1 JUN 1/83 6-113 50 20 DEC 1/84 
51 r JUN 1/85 6-11-4 50 201 SEP 1/82 
51 3 JUN 1/85 6-11-4 50 202 SEP 1/82 
51 4 IUN 1/83 6-114 50 20 SEP 1/82 
51 5 зим 1/83 6-11-% 50 204 SEP 1/82 
51 6 JUN 1/03 6-114 50 205 SEP 1/82 
52 1 OEC 1/83 6-1-4 50 206 SEP 1/82 
52 2 DEC 1/83 6-1-4 50 207 ЗЕР 1/82 
52 3 DEC 1/85 641-4 50 208 SEP 1/82 
52 4 DEC 1/85 6-1-4 $0 209 SEP 1/82 
52 5 DEC 1/83 6214 x 20 see 1/82 
52 6 DEC 1/85 6-114 50 211 SEP 1/62 
52 20 APR 1/88 6-11-8 50 22 SEP 1/82 
52 202 APR 1/88 6-11-4 я 21 SEP 1/82 
52 205 APR 1/88 6-11-% я 202 SEP 1/82 
52 204 APR 1/88 6-11-4 51 20 ЗЕР 1/82 
50 20 NOV 1/81 6-11-% Я 204 SEP 1/82 
50 202 NOV 1/81 6-11-% я 105 SEP 1/82 
51000203 NOV 1/81 6-114 ы 206 ЗЕР 1/82 
з 20 NOV 1/91 6-114 ы 207 SEP 1/82 
50 205 NOV 1/81 6-11- "a 208 SEP 1/82 
50 206 Nov 1/81 611-4 я 209 SEP 1/82 
52 201 DEC 1/85 61-4 я 20 SEP 1/82 
52 202 DEC 1/83 6-11-4 ы 21 SEP 1/82 
52 205 6-114 91 22 SEP 1/82 
52 204 (ЕС 1/83 6314 52 21 SEP 1/82 
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CHAPTER CHAPTER. 
SECTION SECTION 
SUBJECT соб PAGE DATE SUBJECT CODE PAGE DATE 
6-11— 52 202 JUN 1/05 6-114 55 210 SEP 1/82 
6-11-4 52 203 БЕР 2/82 6-1-4 55 211 $ЕР 1/82 
6-1-4 52 204 SEP 1/82 6-11-4 56 201 SEP 1/82 
6411-4 5 205 SEP 1/82 6-11-4 56 202 $ЕР 1/82 
6-11-4 52 206 SEP 1/82 6-114 55 205 SEP 1/82 
6-11-4 52 207 БЕР 1/82 6-11-4 36 204 SEP 1/82 
6-11-4 52 208 S£P 1/82 6-11-4 56 205 SEP 1/82 
6-11-4 52 209 БЕР 1/82 6-1-% 55 206 SEP 1/82 
6-11-% 52 210 БЕР 1/82 6-11-45 56 207 SEP 1/82 
6-1)-4 5 ги SEP 1/82 6-11-4 56 208 SEP 1/82 
6-11-4 3 212 БЕР 1/82 6-11-54 56 209 SEP 1/82 
6-11-4 53 201 SEP 1/82 6-11-4 56 210 SEP 1/82 
6-1-4 55 202 SEP 1/82 6-14 56 211 $ЕР 1/82 
6-1-4 53 203 SEP 1/82 6-1-4 57 201 5ЕР 1/82 
6-14 53 204 SEP 1/82 6-11-4 57 202 SEP 1/02 
6-11-4 53 205 $ЕР 1/82 6-114 57 205 SEP 1/82 
6-11-4 5 206 SEP 1/82 6-1-4 57 204 SEP 1/82 
6-11-4 55 207 SEP 1/82 6-1-4 57 205 $ЕР 1/@2 
6-11-4 53 208 SEP 1/82 6-11-4 57 206 SEP 1/02 - 
6-11-24 53 209 SEP 1/82 6-1-4 57 207 SEP 1/82 
6-114 53 210 SEP 1/82 6-114 57 208 SEP 1/82 
6-11— 55 21 БЕР 1/82 6-11-5 57 209 БЕР 1/02 
6-11-24 53 212 SEP 1/82 6-1-4 57 20 БЕР 1/82 
6-11-4 54 201 ЅЕР 1/82 6-1-4 57 211 SEP 1/82 
6-11-4 54 202 SEP 1/82 6-11-4 58 201 SEP 1/82 
6-11-5 5% 203 SEP 1/82 6-1-4 58 202 SEP 1/82 
6-1-4 54 204 ЅЕР 1/82 6-1-4 58 205 SEP 1/82 
6-1-3 5% 205 SEP 1/82 6-11 58 204 SEP 1/82 
6-1-4 5% 205 БЕР 1/82 6-1-4 58 205 SEP 1/82 
6-11-4 5% 207 БЕР 1/82 6-1-4 58 206 ЅЕР 1/82 
6-1-4 54 208 SEP 1/82 6-11-4 58 207 SEP 1/82 
6-11-4 54 209 SEP 1/82 6-11-4 58 208 SEP 1/62 
6-11-4 54 210 SEP 1/82 6-11-4 58 209 $ЕР 1/82 
6-11—, 54 211 SEP 1/82 6-114 58 219 SEP 1/82 
6-11-4 55 201 SEP 1/82 611-4 58 211 SEP 1/82 
6-11-4 55 202 SEP 1/82 6-114 59 201 $ЕР 1/82 
6-11-4 55 203 SEP 1/82 6-11-4 59 202 БЕР 1/82 
6-11-4 55 204 SEP 1/82 6-1-4 59 203 SEP 1/82 
6-11-4 55 205 SEP 1/82 6-11-4 59 204 $ЕР 1/82 
6-11-4 55 206 SEP 1/82 6-11-4 59 205 SEP 1/82 
6-1-4 55 207 SEP 1/82 6-11-4 59 206 SEP 1/82 
6-1-2 55 208 SEP 1/82 6-11-45 59 207 SEP 1/82 
6-1-5 55 209 SEP 1/82 6-11-4 59 208 $ЕР 1/82 
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CHAPTER CHAPTER 
SECTION SECTION 
508ЈЕСТ — , CODE PAGE DATE SUB3ECT COOE РАСЕ DATE 
6-11-4 59 209 SEP 1/82 

6-11-4 59 210 SEP 1/82 

6-114 59 211 SEP 1/82 

6-11-4 60 201 SEP 1/82 

6-114 60 202 SEP 1/82 

6-11-4 60 203 SEP 1/82 

6-11-4 60 204 SEP 1/62 

6-114 60 205 SEP 1/87 

6-11-4 60 206 БЕР 1/82 

6-11-4 EI 207 SEP 1/82 

6-11-4 ба 208 SEP 1/82 

6-1-4 60 209 SEP 1/82 

6-11-4 60 210 SEP 1/92 

6-11-4 60 21 БЕР 1/82 
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CHAPTER 6 
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Section Page 
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AIRPLANE IDENTIFICATION 


Manufacturing Factory Serial Fuaelage 
Series Numbers Nunbere 
068-71 45810 252 
068-71 45811 262 
06-71 200 5812 277 
068-71 45815 284 
008-71 45849 269 
008-71 45891 305 
0С8-71СЕ 45897 333 
1053-71507 45898 320 
0¢8-71CF 45900 316 
9С8-71СҒ 45902 294 
(68-71 45907 288 
(08-71 45913 329 
DC8-71 45914 292 
oca-71 45915 295 
068-130Е 45936 244 
oce-710F 45938 331 
0С8-71СЕ 45939 351 
068-71 45981 зм 
066-71 45944 326 
008-71 45945 337 
068-71 45946 339 
DC8-71 45987 ми 
DC8-71CF 45948 321 
DC8-71CF 45949 329 
DC8-71CF 45950 354 
DC8-71CF 45952 338 
(08-71 45963 355 
OC8-75CF 45966 393 
DCB-73CF 45967 385 
0¢8-73CF 45968 389 
DCB-7) 45970 343 
068-71 45971 356 
068-71 45975 358 
DC8-71 45974 368 
0С8-71 45975 369 
068-71 45976 372 
06-71 45977 373 
066-71 45978 381 
068-71 45919 363 
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AIRPLANE IOENTIFICATION 


Manufacturing fectory Sorial ' — Fuselage 
Sorios Humber Number 

0C8-71 45985 350 
0С8-73СЕ 55990 375 
068-73СЕ 45991 380 
068-71 55993 382 
068-71 45994 387 
08-71 45995 368 
068-71 45986 397 
068-71 45997 398 
068-71 45998 + W 
DC8-73CF 46001 395 
DC8-73CF 46002 - 394 
DC8-73AF 46005 | 401 
0CO+73AF 46005 405 
DC8-73AF 46006 413 
DC8-73AF 56007 422 
DC8-73AF 46008 423 
OCB-72CF 46013 427 
068-71 46014 400 
0С8-71 46018 420 
068-75 46019 411 
oce-71 46029 425 
9C8-71 46030 426 
0С8-73 46033 431 
068-71 46039 AAD 
Ken 46040 "49 
DC8-72CF 40043 p 
DC8-73AF 46044 432 
0са-73СЕ. 46065 441 
0С8-73СЕ 46046 p 
DCB-73CF 46057 447 
068-71 46048 450 
0С8-73СЕ 46049 479 
ОСВ-73СЕ 46051 440 
DC8-73CF 46052 442 
068-73 46053 546 
068-71 46055 492 
0С8-71 46056 495 
068-7352 46059 456 
DC8-73CF 46062 486 
068-75 46063 457 
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Manufacturing Factory Serial Fuselage 
Series Nuober Number 
46064. 459 
46055 460 
46066 462 
46067 455 
46072 477 
068-7562 46073 485 
DC8-73AF 46074 468 
0С8-73 46076 451 
DC8-73AF- 46080 466 
08-72 46081 471 
068-72 46082 458. 
068-72 46084 473 
DC8-73CF 46086 478 
0СВ-73СЕ 46087 454 
OCB-73CF 46089 501 
DC8-73CF 46090 50% 
oce-730F 46091 519 
0C8-730F 46094 482 
08-73 46095 497 
08-71 46099 507 
0С8-73 46100 502 
0С8-73СЕ 46101 489 
DCB-73CF 46103 483 
ОСВ-73СЕ 46104 488 
068-7562 46106 490 
ОСВ-73СЕ 46108 522 
DCB-73LF 46109 495 
DC8-73CF 46112 - 520 
DCB-73CF 46117 525 
08-75 46123 508 
08-15 46124 5n 
46125 515 
be 46130 542 
0С8-75СҒ 46133 534 
DC8-73CF 46135 531 
0С8-73СҒ 46140 528 
DC8-73CF 46149 558 
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DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


DIHENSIONS AND AREAS - DESCRIPTION AND OPERATION 


1, General, 


А. The Following cherts end illustrations 
and the areas of the control surfaces. 


8. Dimensions 


Span (оуег1).......... 


give the dimensions of the airplane 


er s n n n 146 feet 5 inches 


Length (overall) 2.2... 2.............. 157 feet 5 inches 


Height (vertical stebilizer tip 
to ground) ..... E 
Ning: 


Root Chord (theoreticol, at 
Fuselage centerline - 
leading edge at fuselage 
station 560.5) > s seseo 


Tip chord (theoretical) . . - - 
Dihedral (at trailing edge) . . 


Sweepback (25 percent chordline) 


Ailerons: 
Span (euch .......... 
Flops: 


Spon (each) 
(Douglas, double»slotted) . 


Horizontal tail surfaces: 


Root chord (theoretical, at 
fuselage centerline - 
leading edge at fuselage 
station 1781.4)... . - D 


`+ e s se e Fäi feet 5 inches 


ae dob LANI ЯЗ 
+... ... 6 feet 6 inches 
кина ака 655 degrees 


eee ee баса 30.6 degrees 


244 m n n n n n n 9 feet 


eee e nens 33 feet 9.7 inches 


ere e e sos o AT Feet 6 inches 


«sss ees ІТ feet 8.5 inches 


*Возед on 13.9 inches rolling radius for the nose gear and 17.9 inches 
rolling radius for the main gear with the airplane at operator's weight 


empty. 
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DOUGLAS AIRCRAFT CO., INC. : 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 
Tip chord (theoretical) 2... ++ e + + + + + + + 5 feet 10 inches 
Sweepback (25 percent chordline) 2............. 38 dereen 
Incidence (variable) ............. 310 degrees to 2 degrees 
Dihedral (at troiling edge) «> -ss sses ressu. 10 degrees 
Vertical taíl surface: 
Span se eee RRS REA 6... e e e n n . . 25 feet 11 inches 
Root chord (theoretical, 
leading edge at fuselage 
station 1664.2) © + + 3 ини n + ss + 20 feet 10.7 inches 
Tip Chord (theoretical) б + + « + + + + + + + e + + б feet У inches 
Sweepback (25 percent chordline) . . + -s + + + + + + + + 25 degrees 
Fuselage: 
Height of fuselage reference 
plene above ground at 
mein деәг.................... PLL feet 10 inches 
Angle of fuselage 
reference plane . « sss + + + s + ee EI degree (nosedoun 
with respect to ground 
Line -~ approximately) 


fuselage station at main 
шаг strut ........................... 921 


Fuselage station at pressure 
bulkhead .............. aig erer а РАМЕ ge ATS, 


Distance from fuselage centerline to 
centerline of: 


Inboard nacelle 0... ee эгээ 


Outboard nacelle ...... Я 44 feet 7 inches 


Thrust angle to fuselege 
reference plene .......... sae. + 2 degrees 49 minutes 
30 seconds (noseup) 


"Based on 13.9 inches rolling radius for the noce gear and 17.9 inches 
rolling redius for the main gear with the airplane at operator's weight 
enpty. 
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FUSELAGE 


STATIC GROUND PLANE шт е REFERENCE PLANE 


‘STATIC GROUND PLANE 


FUSELAGE 
REFERENCE PLANE 


NOTE 
DIMENSIONS GIVEN ARE > BASED ON 139 INCHES ROLLING RADIUS FOR THE НОЗЕ 
10 THE NEAREST INCH. GEAR AND 179 INGRES ROTTING RADIUS FOR THE MAN 


GEAR WITH THE МАРЕ 


OPERATOR'S WOGHT EMPTY 


СЭЭЛ 
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Jun 1/83 Page 3 


тот 


DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTEHANCE MANUAL 


mer 


Nore 


DIMENSIONS GIVEN ARE 
10 THE NEAREST INCH 


6-10-0 
CONE 50 
Page $ 


МА2 8922 


Airplane Dimensions 
Figure 1 (Sheet 2) 


Jun 1/83 


тек 


DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 
widths 
Seat leve OTT E r EY E it 11 feet 6 inqhes 
Floor level ............. «vs e ss HI Feet 4.7 faches 
Window level (bottom) . ...... ээ + + + 12 feet 3 inches 
Radius: 
Upper (constant section) ооо + 6 feet 1.5 inches 
Lower (constant section) ....... 1455... 5 feet 0.7 inches 


Frame thickness (including 
plating) 2......................... 3,55 inches 


Landing gear: 
Thread еее s 20 Геек 10 inches 
Wheelbase 5.63. e e e e e e e ree rene ° 77 feet 6 inches 


C. Areas 


Wing (total, including 
aileron, flaps, and 
wing fuselage area . + + + + e e + + б + + + 2,803.6 square feet 


Flaps (total) ............,.., 45.9 square feet 


Ailerons (total, both 
sidea aft of hinge 
Line and including 
20.4 square feet of 
tab area aft of the 
tab hinge line) ...... мэ + + 161.6 square feet 


Horizontal teil surfaces 
(total, including ares 
within fuselage)... eee + + + 559.1 square fect 


Horizontal stabilizer 
{including area 
within fuselage but 
excluding elevators) . . . . - "T 391.2 squere feet 


6-10-0 
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DOUGLAS AIRCRAFT CO., INC. ї ` . 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


Elevator (total, both 
sides, including 
42.5 square feet . 
forward of hinge 
line and 20,9 
square feet of tab 
area aft of the tab š 
hinge line) . ed RR s.s... 167.9 square feet т 


Vertice) tail surface 
(total: excluding 
dorsal fin, but 
including erea 
within fuselage) ........ er are. E EU 351.7 square fuet 


Fin (excluding 
dorsal, rodder, 
and overhang 
rudder balance) .................. 222.9 square feet 


Rudder (including 
34.4 square feet 
of balence ares 
forward of hinge : 
line and 8.11 
square feet of 
tab areo aft of 
tab hinge line) .................. 128.8 squore feet 


D 
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DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


DIHENSIONS AND AREAS - DESCRIPTION AND OPERATION 


1, General, 


А. The Following cherts end illustrations 
and the areas of the control surfaces. 


8. Dimensions 


Span (оуег1).......... 


give the dimensions of the airplane 


er s n n n 146 feet 5 inches 


Length (overall) 2.2... 2.............. 157 feet 5 inches 


Height (vertical stebilizer tip 
to ground) ..... E 
Ning: 


Root Chord (theoreticol, at 
Fuselage centerline - 
leading edge at fuselage 
station 560.5) > s seseo 


Tip chord (theoretical) . . - - 
Dihedral (at trailing edge) . . 


Sweepback (25 percent chordline) 


Ailerons: 
Span (euch .......... 
Flops: 


Spon (each) 
(Douglas, double»slotted) . 


Horizontal tail surfaces: 


Root chord (theoretical, at 
fuselage centerline - 
leading edge at fuselage 
station 1781.4)... . - D 


`+ e s se e Fäi feet 5 inches 


ae dob LANI ЯЗ 
+... ... 6 feet 6 inches 
кина ака 655 degrees 


eee ee баса 30.6 degrees 


244 m n n n n n n 9 feet 


eee e nens 33 feet 9.7 inches 


ere e e sos o AT Feet 6 inches 


«sss ees ІТ feet 8.5 inches 


*Возед on 13.9 inches rolling radius for the nose gear and 17.9 inches 
rolling radius for the main gear with the airplane at operator's weight 


empty. 
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MAINTENANCE MANUAL 
Tip chord (theoretical) ...». ........... 5 feet 10 inches 
Gweepback (25 percent chordline) .............. 35 degrees 
Incidence (variable) . . +. + + + + + + • + + -10 degrees to 2 degrees 
Dihedrol (at treiling edge) . . . - - . - ээг 
Vertical tail surface: 
[T ............ 454844444...» 25 feet 11 inches 
Root chord (theoreticel, 
leading edge at fuselage 
stotion 1504.2)..... ............ 20 feet 10.7 inches 
Tip Chord (theoretical) ................ 6 feet 3 inches 


Sweepback (25 percent chordline) 


.... 35 degreea 
Fuselage: 


Height of fuselage reference 
plane above ground at 
main gear «s es eee e rs ню MLD feet 11 inches 


Angle of fuselage 
reference plane . « « + · + • + + + • • · · · s .*1 degree (nosedoun 
with respect to ground 
line -- approximately) 


Fuselage station at main 
per IHE 


Fuselage station at pressure 


bulkhead ......... eser nono n nnn nn s 1606 
Distance from fuselage centerline to 

centerline of: 

Inboard necelle ............2....... 25 feet 9 inches 

Outboard nacelle ................. + 44 fest 7 inches 


Thrust angle to fuselage ` 
reference plane .............. + + . 2 degrees 49 minutes 
30 seconds (noseup) 


“Based on 13.9 inches rolling radius for the nose gear end 17.9 inches 
rolling radius for the main gear with the airplane at operator's weight 
empty. 
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KOER 


7 
STATIC GROUND PLANE FUSELAGE 
REFERENCE PLANE 


15757 


FUSELAGE 
REFERENCE PLANE 


PIVOE Au 
ўа tsy 
ree, 
Wé vu И: 
ит 5 

NOTE 

OIMENSLONS GIVEN ARE + BASED ОН 139 INCHES ROLLING RADIUS FOR THE NOSE 

ТО THE NEAREST INCH GEAR AND 17 9 INCHES ROLLING RADIUS FOR ЕНЕ MAIN 


GEAR WITH THE AIRPLANE AT OPERATORS WEIGHT EMPTY 


а 142.8025 
5 Airplane Dimensions У 

Figure 1 (Sheet 1) 6-10-0 
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DC-8 SEVENTY SERIES 


Width: 
Seat level ..... 
Floor level . . . . - 
Window level (bottom) 


Rediusr 


Upper (constant section) ..... 


Lower (constant section) ..... 


Frame thickness (including 


plating) • + ee ee Y w 


Landing деве: 


Tread... e lene 


Wheelbase + +e eee + 
С, Areas 


Wing (total, including 
silecon, flaps, and 
wing fuselage area) . 


Flaps (tote) ..... 


Ailerons (total, both 
vides oft of hinge 
Line and including 
20.4 squere Feet of 
tab area aft of the 
tab hinge line) . . + 


Horizontal teil surfaces 
{total, including area 
within fuselage) . . - 


Horizontal stabilizer 
(including area 
within fuselage but 
excluding elevators) 


Jun 1/83 


MAINTENANCE MANUAL 


. 1L feet 4,7 


‚11 feet 6 


+ 12 feet 5 


6 feet 1.5 
5 feet 8.7 


20 feet 10 
- 60 feet 9 


2,926.8 
456.9 


inches 
inches 


inches 


inches 


inches 


3.55 inches 


Square 


square 


square 


square 


square 


é- 


inches 


inches 


feet 


feet 


feet 


feet 


feet 
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Elevator (total, both 


sides, including 
42.5 square feet 
forward of hinge 
line and 20.9 


square feet of teb 
erea aft of the teb 


hinge line) .. 


(totalt excluding 
dorsal fin, but 
including area 
within fuselage) . 


Fin (excluding 
dorsal, rudder, 
and overhang 
rudder balence) 


Rudder (including 
38.4 square feet 
of balance area 
forward of hinge 
line and 8.11 
square feet of 
ten өгөө aft of 
teb hinge line) 


sses ee . 167.9 square Feet 


4.2.4... 254.7 square fect 


14-2... 222.9 square feet 


2442... 120.0 square Feat 
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MAINTENANCE MANUAL 


DIMENSIONS AND AREAS - DESCRIPTION AND OPERATION 


1. General, 
А, The Following charts and illustrations give the disensions of the aircraft А 
and the areas of the control surfeces. Ё 
8. Dimensions 
Span (overall) ............... 24.44.» dB feet 5 inches 
Length (overall) .................... 187 feet 5 inches 
Height (vertical stabilizer tip 
бо qraund) ...................... 45 feet 5 inches 
Wings 
Root Chord (theoretical, at 
Fuselage centerline - 
leading edge at fuselage 
ТЕЛЕС" 
Tip chord (theoretical) ................ 6 feet 6 inches 
Dihedral (at trailing edge) ................ 6.5 degrees 
Sweepback (25 percent chordline) .........,. + 0 degrees 
Ailerons: 
Span (each) .......................... 24 feet 
Flaps: 
Span (each Ч 
(Douglas, double-slotted) ........ +... 33 feet 9.7 inches 
Horizontal tail surfaces: 
Span 2....................... + 47 Feet 6 inches . 
Root chord (theoretical, at D 


fuselage centerline - 
leading edge at fuselage 
station 1781,4) ...... 4.33 s. + + ° + 17 feet 8.5 inches 


“Based on 13,9 inches rolling radius for the nose gear гла 17.9 inches 
rolling radius for the main gear with the aircraft at operator's weight 
empty. 
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MAINTENANCE MANUAL 


D 


Tip chord (theoretical) .... + +. + + «+ + + 5 feet 10 inches 
Зиеерђаск (25 percent chordling) .............. 35 degrees 
Incidence (variable) ....... <... + + -10 degrees to 2 degrees 
Dihedral (ot trailing edge) ..............,. + 30 degrees 
Vertical tai) surface: 
Spence doa e нано ыл cage + + 25 feet 11 inches 
Root chord (theoretical, 
leading edge at fuselage 
station 1664.2)... . + eee ee e e ee ee 20 feet 10,7 inches 
Tip Chord (theoretical) .... + + + + 6 feet 3 inches 
Sweepback (25 percent chordline) ......... 24... degrees 
Fuselage: 
Height of fuselage reference 
plane above ground at 
main gear ee ee e e e e e e n eh e ЧИ Feet 11 inches 


Angle of fuselage . 
reference plane ..2............... .х. degree (nosedoun 
with respect ta ground 
line -- approximately) 


Fuselage station at moin 

goar strut ‚,,,.............. DEDI 
fuselage station at pressure 

bulkhead 1..........................146 
Oistance from fuselage centerline to 

centerline of: 


Inboard nacelle ................... 25 feet 9 inches 
Outboard nacelle .........,.,,,.,., 60 Feet 7 inches 


Thrust angle to fuselage 
reference р1\апле..,....,..., • . + + + 2 degrees 49 minutes 


30 seconds (noseup) 


*Based оп 13.9 inches rolling radius for the nose gear and 17,9 inches 
rolling radius for the main gear with the aircraft at operator's weight 
enpty. 
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DESCRIPTION 


| ^ | OUTBOARD ENGINE 10 GROUND 


Ге | тоолно ноне to нош | 23 | 
VERTICAL STABILIZER ТІР 
10 GROUND. 


ж LANDING GEAR STRUTS COLLAPSED. TIRES FLAT 


J 


ç 

Ї 

Е | 

| weu 

NOTE: 

DIMENSIONS GIVEN ARE 

TO THE NEAREST INCH. 

MA28935 

Aircraft Dimensions 6-10-0 
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dth; 


Seat level ....... 


Floor level»... - 


Window level (bottom) , . 


dius: 


Upper (constant section) 


Lower (constant section) 


Frane thickness (including 


Land 
Th 


plating) ....... 
ing gear: 


гөзі......... 


Wheelbase ....... 


С. А 
нь 


FL 
м: 


Hoi 


Dec 1/83 


ng (total, including 
aileron, flaps, and 
wing fuselage асва) . 


aps (total) 2... 


lerons (total, both , 
sides aft of hinge 
line and including 
20.4 square feet of 
teb area aft of the 
tab hinge line) ... 


rizontal tail surfaces 
(tatal, including area 
within fuselage) 


Horizontal stabilizer 
(including area 
within fuselage but 
excluding elevators) 


qa q qq onn os P n o 1] feet 6 inches. 
744........11 feet 4.7 inches 


weh rr n e юю + 12 fest 3 inches 


"rn 6 feet 1.5 inches 


eee re 5 Peet 8.7 inchos 


ИЕ EE 3.55 inches 


........... 20 feet 10 inches 


+ a e ee e n nnn n TT feet 6 inches 


ss ee n n n n + 2,926.6 square feet 


+ + e ee n n n nn 456,9 square feet 


pen ЕЕ 161.6 square feet 


нээг ss ee ee 6,5 n s 559,1 square feet 


Seen eee + 391.2 square feet 
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Elevator (total, both 
eidos, including 
42.5 oquare fect 
forward of hinge 
iine and 20.9 
square feat of teb 
area aft of the tab 
hinge line) ..... ر‎ а а вара 167.9 square feet 


Vertical teil surface 
(total: excluding 
dorsel fin, but 
including area 
within Гизейзде).................. 351.1 square feet 


Fin (exeluding 
dorsel, rudder, 
and overhang 
rudder balance) .................. 222.9 Square feet 


Rudder (including 
34.4 square feet 
of balance area 
forward of hinge 
Line and 8.11 
Square feet of 
teb area aft of 
tab hinge line) .................. 128.8 square feet 
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FUSELAGE АМО STABILIZERS ACCESS DOORS - HAINTENANCE PRACTICES 


1, General 


A. Exterior doors in tha fuselage are nuxbered 1 to 99. Access doors in tho 
vertical end horizontal etebilizere ere considered fuaelage access doors, 


ACCESS NOMINAL 
OPENING OPENING 512Е 
NUMBER ACCESS 10 (INCHES) 
4 Ground air axial fan, Ducting 24 x 31 
6 External Ac Powor Receptacle, Not In Use Light, 
Interphone Jacke, Call Switch, Wheel Well Light 
Switch, 60-Суо16 Utility Outlet 6x6 
7 External Power Fuses and Limiters, Utility 
Outlet Breakers 6x1 
D Ground Conditionsd Air Inlet 12 x 12 
u Miscellaneous Equipment 25 x 25 
17А Waste Water Servico 8x15 
198 Potable Water Sorvice Panel 7x10 
55 — ҰНҒ-1 Antenna Access сахт 
56 УНЕ-1 Antenna Feedthrough 6x8 
51 HF Antenna Coupler: Lighting Arrestor end Relay 
Assembly Sorvice Interphone Outlot 18 x 28 
58 VOR Antenne 22x25 
59 Rudder Tab Linkage 6x7 
614 Rudder Hinge Eyebolt 6 2 Dia 
618 Rudder Hinge Eyebolt 5 2 Dia 
61C Rudder Hinge Eyebolt 4 np 
6-11-1 
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PASSENGER АРТ 
NOTES ` PASSENGER FWD PS, ENTRANCE DOOR 


ENTRANCE DOON 


7 


ست 


AFT AIR DUCT 
OUTLET DOOR 


AFT SERVICE 
ENTRANCE DOOR 


NOTE: 
SYMBOLS SHOW HOW DOORS ARE OFENED жм 


Û mewo rots нави 


QUICK OPENING (TOOLS REQUIRED) 


от. 
HEAT EXCHANGER SHUTTER ASSY — NOT AN ACCESS DOOR 


A SCREWS OR 80115 (TOOLS REQUIRED 


нээгдэв. 


Fuselage and Stabilizers, Left and Right 
Figura 201 
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ACCESS NOHINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
взш Ruddor Hinye Eyebolt З 2 Dia 
et Rudder Hinge Fysbolt 2 2 Dia 
80 Rudder Tab Linkage 5x14 
чі Rudder Tab Linkage 8 x10 
82 Ruder Tip 8x8 
85 Rudder Damper 4x14 
ва Rudder Dampor 4х 15 
85 Rudder Damper 8 x 14 
86 Rudder Mount Bolte 6 x10 
зол Diverter Valvo, Ducting 11x2 C 
508 Diverter Valve, Ducting 11 x 20 
91^ Air Cycle Machine, Water Separator, Plenum 11 x 14-172 
Secondary Shutter Assembly Actuator, Ducting 
918 Catalytic Converter (Optional), Flow Control Valve, M x15 
Pressure Regulator, Crass Feed Air Shutoff Valve 
9c Air Cycle Machine, Water Separator, Plenum M x 14-1/2 
Secondary, Ducting 
910 Catalytic Converter (Optional), Flow Control Valve, Ш x 15 
Preseure Regulator, Cross Feed Air Shutoff Valve 
ФЕ Freon Exhaust Üpening ie closed off Left Side Only 9 х 15 
1А Windahield Rain Removsl Shutoff Valve, 
Windshield Rain Removal Drain Valve 7x8 
18 Windshield Rain Removal Shutoff Valve, 
Windshield Rain Removal Огаїп Valve 7x8 
6-11-1 
CODE 52 
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ACCESS NOHINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
к Windshield Rain Removal Shutoff Yelve, 
Windshield Rein Removal Drain Valve 7х8 
2 Ground Pneumatic Connection 8x8 
3 Cabin Compressor 2 and 3 24 x 31 
8 Nose Gear Brackets 6x7 
9 Nose Gear Brackets 5x6 
" 
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WING ACCESS 00085 - MAINTENANCE PRACTICES 


1. General 


A. This section provides wing leading edge access door nusbor and location for 
series 71, 72, ond 73 aircraft (seo Figures 201 and 202). 
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МАНТЕЧА 


хӯ ло NOTE, 
‘SYMBOLS SHOW NOW DOORS ARE OPENED 


VIEW LOOKING DOWN 
LEFT WING SHOWN. 
RIGHT WING OPPOSITE 
XE "UD 
1. 


ESFECTIVITY SYMBOL 
X = SERIES 71 


ACCESS ТҮРЕ SYMBOL 
С) оса 
та 
ГІ sensus on воль - коо nequeo 


Wing Leading Edge Access Doors -- Upper Surface 
Figure 201 
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MAINTENANCE MANUAL 
ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
5128 Foot Stool, "T" Doubler, Upper and Lower Spar Сер 6x7 
яс foot Stool, "P" Ooubler, Upper end Lower Spar Сер 6x7 
5200 Fuot Stool, "I" Doubler, poer and Lower Spar Cap 6х7 
5200 Foot Stool, "Т" Doubler, Upper and Lower Spar Сер 6x7 
6-11-2 
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Aw 761 


VIEW LOOKING UP 
LEFT WING SHOWN 5203 
RIGHT WING OPPOSITE 


NOTE. 

EFFECTIVITY SYMBOL 
А = АД. MODELS 

+ S SERIES 72 79 


seac 


E 
ACCESS TYPE SYMBOL 


O mano orti 
LA ешек opening ~ T0015 REQUIRED 
[Г] эсе on воп - soocs ven 


ЫЗА SSA SEB HA28782 


Wing Leading Edge Access Doors--Lower Surface 
6-11-2 Figure 202 


Page 204 Nov 1/81 


DOUGIAS AIRCRAFT СО... INC, 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


NOMINAL 


ACCESS 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
517A Wiring $ 1⁄2 x 9 1/2 
5178 Wiring 5 1/2 x 9 1/2 
518А Wiring De-icing Valve No. 1, Outer Vent Scoop, 
Anti-Icing Valve 5 1/2 x 9 1⁄2 
5188 Hing Leading Edge 5 1⁄2 x 9 1/2 
5186. Wing Leading Edge $ М2 x 9 1⁄2 
519A Wing De-Icing Valve No. З 8 x 16 
5198 Alternate Tank No.4, Fuel Tank Selector Valve, 
Fuel Supply Check Valve, Fuel Tenk Inlet Check 
Valve, Alternate Tanks No. 1 and 4; Pressure 
Refuel Test Panel, fuel Crossfeed Valve Bx 16 
519C Wing Ое-ісіпо Valve No. 5 8 x 16 
520A Alternate Tank No. l: Electrically Operated Fuel 
Shutoff Valve. Alternate Tank No 4 Electrically 
Operated Fuel Shutoff Valve. 9 1/2 x 21 1/2 
5208 Moin Tanks Мо. 1 and 4, Electric Fuel Shutoff 
Valve, Fuel Check Valve, Fuel Level Control 
Valve, Fuel Level Check Valve. 9 1/2 x 21 1/2 
520н Alternate Tank Хо, 1: Fuel Inlet Check Valve, 
Fuel Level Control Valve, Fuel Tank Selector 
Valve, Fuel Supply Check Valve. 12 x 16 
5203 Ming Slot Mechanism; Switch, Wing Slot 12 x 16 
5208 Footstool, Doubler, Lower Spar Cap 5х6 
45205 Footstool, "T" Doubler, Lower Spar Cap 5 1/2 x 5 1/2 
522А Hsin Tank Мо. 1, Pressure Refuel Test Panel 
De-icing Valve No. 7 9 1⁄2 x а 1/2 
5226 Wing De-icing Valves No.2 and 4, Fire Extinguishing 


Agent, Container Directional Valve, Reservoir Feed 
Pump Pressure Switch 


* With Service Sulletin 53-83 installed 


Nov 1/81 


9 1/2 x 21 1/2 
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ACCESS NOHINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO INCHES) 
523 Fire Extinguishing Agent Containar: Hydraulle 
Fire Shutoff Valve, 9 1⁄2 x 21/1/2 
524A Fire Extinguishing Agent Container Pressure Gauge эха 2 
яав Five Extinguishing Agent Container Pressure Gauge эха 
= 
элс Fire Extinguishing Agent Conteiner Pressure Gauge 1 3/4 Dia . 
(Left Wing Only) 
ЁО Center Wing Auxiliary Tank (Left Wing); Electrically 12 х 26 
Operated Fuel Tank Fill Valve, Fuel Level Control 
Volve, Forward Auxiliary Tonk (Right Wing); 
Electrically Operated Fuel Tank Fill Valve, fuel Level 
Control Valve, Fuel Tank Inlet Check Valve 
555A Fuel Pressure Fill Adaptec 6 Dia 
5558 fuel Pressure Fill Adapter 6 Dia 
5550 Wing Slot Adjustment (Standard Leading Edge Only) 6 Dia 
NOTE: Access to the following leading edge tank doors 2 
is through the indicated external doors. 2 
582 Leading Edge (Blowout Door) 1 x16 r 
жж Slot Mechanism Inboard . 5х3 
5830 Slot Mechanism Inboard 1х5 
583E Slot Mechanism Outboard 89 x 5 
азе Slot Mechanism Qutbaard 6x3 
584A Wing Inboard Leading edge, Expanded Range 10 Tank 9 1⁄2 x 2 1⁄2 
‘See NOTE) 
E Tank Interior Expanded Range 10 Tank (See КОТЕ) 9 1⁄2 x 21 1/2 
E Wing Slot Mechanism (See NOTE) 12 x 16 
6-11-2 
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WING ACCESS 00085 - MAINTENANCE PRACTICES 


General 


А, Acceas doors to the wing are nurbered 500 to 599. Overs through interior 
bulkheads of the wing are accessible through exterior wing doors. 


8. Doars providing access to the same item or general group of items might 
have the same number, but with a letter designation edded for further 
identification. For example, the flap hinge bolts 2 through 4 are 
accessible through access doors 554A through 5548, with the letter 
identifying the individual door for each bolt. 


ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
505A Alternate Tanks l and 4 9 1/2 x 18 V2 
5058 Alternate Tanks 1 and а: Fuel Boost Pumps, 9 1⁄2 x 18 1/2 
Compensator and Densitoceter 
505С Hain Tanks ) and à 9 1/2 x 18 1/2 
5050 Hain Tanks 1 and 4: Reservoir Feed Pumps, 9 1⁄2 x 18 1⁄2 


Fuel Reservoir, Fuel, ВоозЕ Pumps, Conpensator 
and Densitometer 


505Е Hain Tanks 2 and 3: 9 1⁄2 x 18 1/2 
Compensator and Densitoneter 


mr Main Tanks 2 and 5: Reservoir Feed Punps, 9 1⁄2 x 18 1⁄2 
fuel Boost Pumps, Fuel Reservoir, Compensetor 
and Densitoneter 


5056 Center Wing Auxiliary Tank: Fuel Level 9 1/2 x 18 1/2 
Controi Pilot Valve (automatic), Compensstor 
and Densitometer 


506A Main Tanks 1 and 4: Fuel Level Control Pilot 9 1⁄2 x 18 1/2 
Pilot and Selector Valve, Intermediate Fuel 5 
Level Control Pilot Valve 


5068 Main Tanks 2 884 3: Fuel Level Control 9 1/2 х 18 1/2 
Pilot Valve 
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Е SYMBOLS SHOW HOW 
10 151 Goons ARE OPENED. 
HAND (NO TOOLS 
р - ا‎ posto 
ТО 
Rosts пед 


SCREWS OR BOLTS 
170015 REQUIRED 


LEFT WING SHOWN 
RIGHT WING OPPOSITE 
EXCEPT АЗ NOTED. 
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ACCESS NOMINAL, 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 

5062 Main Tanks 2 and 3: Fuel Level Control 9 1⁄2 x 18 1⁄2 
Pilot Valva 
Center Wing Auxiliary Tanks Fuel Boost Pump, 
Fuel Supply Check Valves (in main tank 3) 
5078 Main Tonks 1 and 4 Fuel Tank Auxiliary Fill 5 Dia 
Adapter 
5072 Main Тапка 2 and 3 Fuel Tank Auxiliary Fill 5 Dia 
Adopter 
5083 Alternate Tank Fuel Low Level Indicating Light 9x 20 
Float Switch 
510 Aileron Power Mechanism 17 х 32 
su Aileron Power Mechanism 4x6 
5603. Access thraugh Center Spar 9x95 
5608 Access through Center Spur 10 x 18 
560C Access through Center Spar 10 x 18 
5600 Access through Center Spar 10 x 18 
5606 Access through Center Spar 10 х 18 
560F Access through Rib Station Xrs 22.75 14 x 17 
561 Access through Rib Station Худ 204 14 x 17 
562 Fuel Dump Valve Fittings and Lines 10 x 17 
565 Rear Spar пху 
564 Aileron Tab Linkage 2 1⁄2 x 24 
5650 Aileron Balence Weight 5x22 
565€ Mieren Balance Weight 5х2 
565Ғ Aileren Balance Weight 6x 21 
5656 Aileron Balance Weight 5x 20 
Senn Aileron Torsion Bar - 4x25 
6-11-2 
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ACCESS. 


NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 

566A Aileron Hinge Bracket 11/2 x2 
566с Aileron Hinge Bracket 2 Dia 
566Е Aileron Hinge Bracket 2 Dia 
567 Aueren Dsmpener Cylinder 3x9 
568 Aileron Torsion Bar 13 x 30 
569 Aileron Hinge 5 4х5 
570 Aileron Dampener Cylinder 3x9 
E Aileron Mechanical Control 4х6 
572 Aileron Tab Pushtad 3x5 
578 Aileron Side Load Fitting (through 545) 5x8 
THE FOLLOWING 00085 LOCATED ON FIGURE 202 
514^ Main Tanks 1 and 4 9 1/2 x 18 1/2 
5148 Main Tanks 1 and 4 9 1/2 x 18 1/2 
Яш Nain Yanks 1 and 4, Hain Tanks 1 and á Fuel Level 9 1/2 x 18 1/2 
Control Pilot Valve 
5140 Hain Tanks 1 and 4 9 1/2 x 18 1/2 
рез Hain Tanke 1 and 4, Main Tanks 1 and 4 Fue! Level 9 1/2 x 18 1/2 
Control Pilot Valve 
5147 Main Tanks 1 and 4 9 1/2 x 16 1/2 
S146 Nain Tanks 1 end 4 9 1⁄2 x 18 1/2 
$-11-2 
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ACCESS NOMINAL d = 
OPENING OPENING SIZE 1 
NUMBER ACCESS TO (INCHES) 
SHH Tanks 1 and 4 9 1⁄2 x 18 1⁄2 
мш Tanks 1 and 4 9 1⁄2 x 18 1/2 
515 Fuel Vent 8 1/2 x 10 1/2 й 
516 Center Wing Auxiliary Талі; Sump Drain Valves 9 1⁄2 x 18 1⁄2 В 
51A Wiring 5 1⁄2 x 9 1⁄2 
5178 firing 5 1⁄2 x 9 1⁄2 
518^ Wing De-Icing Valve 1, Outer Wing Vent Scoop $ 1⁄2 x 1/2 
Anti«lcing Valve 
5188 Hing Leading Edge 5 1/2 x 9 1/2 
516с Wing Leading Edge 5 1⁄2 x 9 1/2 
5194 Wing Oe-Icing Valve 3 5 1/2 x 9 1⁄2 
5198 Tank 4: fuel Tank Selector Valve, Fuel 
Supply Check Valve, Fuel Tank Inlet Check « 
Valve, = 
Tanks 1 and 4: Pressure Refuel Test 
Panel, Fuel Cross Feed Valve є 8х 16 
5190 Wing De-Iciag Valve 5 ax 16 
5208 Tank 1 Electrically Operated 9 1⁄2 x 21 1/2 
Fuel Shutoff Valve . 
Alternate Tank à: Electrically Operated 
Fuel Tank Fill Valve 
Surge Pressure Relief Valve, Outer Wing Pneumatic 
Duct Shutoff Valve 
5208 Main Tanks 1 and а: Electrical Fuel Shutoff 9 1/2 x 21 1/2 
Valve, Fuel Check Valve, fuel Level Control 
Valve, Fuel Inlet Check Valve 
520H Main Tank 1: Fuel Inlet Check Valve, 12 x 21 1/2 
Fuel Level Control Valve, Fuel Tank Selector 
Valve, Fuel Supply Check Valve, Fuel Fire 
Shutoff Valve 
5203 Wing Slot Mechanism: Wing 5105 Switch — - 11 1/2 x 16 
eua 
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2115) 
"m ГО) senes он sous тооз адини» 
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ACCESS. 


NOMINAL 
OPENING OPENING SIZE : 
NUMBER ACCESS 10 (INCHES) 5 
522A Main Tank 2 and 3 Fill Valve Wing De-Icing 9 1⁄2 x 21 V2 
Valve 7 
5228 Wing De-Icing Valves 2 and 4, Fire Extinguishing 9 1/2 x 2) 1/2 D 
Agont, Container Directional Valve, Reservoir 
Feed Pump Pressure Switch = 
523 Fire Extinguishing Agent Container Hydraulic 9 1⁄2 x 21 1⁄2 
Fire Shutoff Valve 
524A Fire Extinguishing Agent Container Pressure Goge 3x4 
5248 Fire Extinguishing Agent Container Pressure Gage 3x4 
524C Fire Extinguishing Agent Container Pressure Gage 1 3/4 Dia 
525 Access Door No. 562, Reservoir Feed Pump 15х15 
Proseure Switch А 
526 Fuel Ounp Chote 11⁄2x 5 
527 Fuel Dump Chute Shroud 13x21 
528 Exhaust Gate Linkage 4x6 
529 Cxhauat Gate Linkage 5x6 
530 Exhaust Gate Inboard Hinge 5х2 
531 Exhaust Gate Torque Tube 4x8 
532 Exhaust Gate Center Hinge 3x4 
533 Exhaust Gate Outboard Hinge 3х4 1⁄2 
534 Exhaust Gate dutboard Hinge 5x5 
535A Flap Inspection 1 1⁄4 x 1 1/2 
5358 Flap Inspection 1 1⁄4 x 1 1⁄2 
536 Flas Torque Link 2 x 2 1⁄2 
537 Flap Inspection 3 x 4 1⁄2 
538 Flap Inspection 3x 41/2 
6-11-2 
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ACCESS 


NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 CINCHES) 
539 Alleron Hinge 1 6x18 
540 Aileron Ніпде 2, Aileron Power Mechanism 17 x 32 
541 Aileron Power Lockout Hechanisn 6x 11 
542 Aileron Hinge 5 11 x 14 
543 Aileron Hinges 4 and 5 14 x 20 
544 Aileron Hinge 6 11 x 12 
565 Alleron Hinge 7 8x8 
546 Main Gear Inspection, General Access 18 x 20 
547 (Left Wing) Ground Hydraulic Attach Point 9х9 

(Right Wing) Auxiliary Air Ground Stact 
548 Hydraulic Reservoir Drain 3 1/2 Dia 
549 Center Ming Auxiliary Tank (Left Wing): Electri- 12 x 24 

cally Operated Fuel Tank Fill Valve, fuel Level 

Control Valve 

Forward Auxiliary Tank (Right Wing): Electrically 

‘Operated Fuel Tank Fill Моїмо, Fuel Level Control 

Valve, Fuol fonk Inlet Check Valve (Right Wing) 
550 Ground Phone Jack and Hooring Ring 5 Dia 
551 Flap Joint 14 x 70 
553 Flap Hinge Bolt 1 3 Dia 
5554 Flap Hinge Bolt 4 7х7 
5548 Flap Hinge Bolt 4 7x8 
554C Flap Hinge Bolt. 3 7х9 
554b Flap Hinge Bolt 3 7х9 
554E Flap Hinge Bolt 2 9 1⁄2 x 20 
554F Flap Hinge Bolt 2 9 x 40 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS NOMINAL P 
OPENING OPERING SIZE 
NUMBER ACCESS 10 (INCHES) L3 
555A fuel Pressure Fill Adapter 6 Dia 
5558 Fuel Pressure Fill Adapter 6 Die 
555C Wing Slot Adjustment 6 Die t 
566B Aileron Hioge Bracket 11⁄2x 2 ' 
566D Mileron Hinge Bracket 1M2x2 
573 Aileron Tab Pushrod 3x5 
5% Aileron Tab Orun Assembly 5x6 
5750 Flap Line Grease Fitting 1 Die 
УПА Aileron 10 x 64 H 
5778 Aileron 12х23 3 
582 Leading Edge (Blowout Door) 6x ll ы 
583C Slot Mechanism Inboard 3x5 
583D Slot Mechanism Inboard 7х2 1⁄4 
583E Slot Mechanism Outboard 89 x 3 
58 Slot Mechanism Outboard 6x 2 1⁄4 
594A Wing Inboard Leading Edge 9 1⁄2 x 21 1⁄2 
5848 Tank Interior 9 1⁄2 x 21 1/2 
5840 Міс Slot Mechanism 12 х 16 
x 
' 
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OOUGIAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


PYLON AND NACELLE ACCESS 00085 - MAINTENANCE PRACTICES 


Nacelle and позе сон! access doors sre identified by питбег es shown in 


R Figures 2014 and 202. 


Jun 1/84 


Pylon access doors ore identified by number ов shown in Figures 203 and 204. 
IDENTIFICATION CODE 
"Un ACCESS TIPE SYMBOLS. 
L ACCESS TYPE зишвон. 
О пк OPENING 
NUMBER OF tho 16015 REQUIRED 
FASTERERSILATCHES 
пск OPENING 
ACCESS OPENING 
паша | ДО МО 
‘STRESSED OPENING 
110915 REQUIRED) 
нэгээ. 
Identification Code 
Figure 201 
6-11-3 
š > CODE 50 


Page 201 
тена in USA. 


INLET NOSE COWL 


ICS TACK, 


ACCESS TYPE SYMBOL 


С) мааны 


6-1-5 
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SCREWS OR BOLTS - TOOLS REQUIRED 


DOUGLAS AIRCRAFT CO., INC. 
DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


COMPARTMENT 
COOLING AIR. 
EXHAUST 

мо 13 KN 


182 14C 1848 
NERATOR EXHAUST 
фе LEFT SIDE 


‘COOLING AIR EXHAUST 


187A INLET NOSE COWL 


А вәскоесихв = roots моно LAGU 


RIGHT SIDE 


Access Doors -- Nacelle 
(Typical All Engines) 
Figure 201A 


VENT 


name 
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DOUGLAS AIRCRAFT CO, INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 
ACCESS. NDUINAL 
OPENING OPENING SIZE 
кулака ACCESS TO (INCHES) 
180 Inlet Anti-ice Line Haunting Seal 8 x 10 
ын Cowl Door, LH, Access To Generator, Wiring Harness 90 x 64 
Ignition Boxes А & 8, Throttle Controls, PMC, Engine 
Lubrication/Indicating Systems, Anti-lce Line, Throttle 
Controls 00'5, Engine УВУ Line, Fire Detection System, 
Pylon Interface, T/R Mechanism, TR Hydraulic Equipment 
182 Engine Oil Service/Qty Dipstick 10 x 14 
185 Соні Door, RH, Access To Hydraulic Рџар and Hoses, 90 x 64 
090 Starter Valve, Fuel System, T/R Mechanism, 
T/R Hydraulic Control Unit 
184 Thrust Reverser Actuator 7x2 
1848 Thrust Reverser Actuator вх. 
1846 Fixed Structure, Translating Сон) Latches 25 x 14 
184) Thrust Reverser Actuator 7x2 
184E Thrust Reverser Actuator 8x4 
185 Starter Valve 9x11 
186 050 Oil Fill яки 
187A Nose Cowl Titenium Web and Anti-icing Inner Skin 2 5/16 x 13/16 
1878 Nose Cawl Titanium Web and Anti-icing Inner Skin 2 5/16 x 13/16 
187С Right Hand Strake Mount Bolts 8 x 10 
6-11-5 
CODE 50 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ve 
CANNED FRAME = INLET 
ACCESS TYPE SYMBOL 
(С) нако opening 
СА auexortuna - roots кино 
(СД screws on rom ~ roots ясин 14) 
187 
222 $ 
Access Doors--Nose Cowl 
Я (Typical ALL Engines) , 
Figure 202 
ACCESS. NOMINAL р 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
187 Phone Jack Installation 7M2x6 й 
6-1-5 
CODE 50 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ELECTRICAL 
JUNCTION вох 


1816 


LER 199€ 
Ger 195 
00085 1994 AND 1998 
ACCESS DOORS 


РОР-007 00085, 


m 
er 

Zone ger - wis повео 
ГІ көсе on вота - toms неше 


Access Doors -- Üutboard Pylons 
(No. l and 4) 
figere 205 


Der 1/84 


Ë 1918 1908 1898 


ee Nee oe RIGHT SIDE 


ELECTRICAL 
JUNCTION вох 


НА2:8798Е 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS. 
DPENING 
NUMBER ACCESS TO 


INCHES) 


1870  Fairing-to-Cowl Seal 
198 Electrical Junction Вох 
189A | Electrical Connectors 


1898 Piping, Fuel Line, Thrust Reverser Hyd Pressure 
Return and Emergency Stow Lines, Hyd Pump, 
Suetion Line, Pressure Line, Pump Case Drain 
Line, Electrical Connectors 


1904 Piping, Fuel Line, Throttle and Fuel Shutoff 
Control runs 


1908 Piping, Fuel Line, Thrust Reverser Hyd Pressure, 
Return and Emergency Stow Lines, Hyd Pump Case 
Orain, Hyd Pump Suction Line, Hyd Pump Pressure 
Line, Throttle and Fuel Shutoff Control Oruns 


1914 Piping, Engine Control Cables, Throttle and Fuel 
Shutoff Control Cable Pulley Bracket, Fuel Line 


191B Piping, Engine Control Cobles, Throttle ond Fuel 
Shutoff Control Cable Pulley Bracket Cable, Fuel 
Line, Thrust Reverser Emergency Stow Pressure Line, 
Theust Reverser Return and Pressure Lines, Hyd Pump 
Pressure, Suction and Case Drain Lines. 


192A Piping, Engine Control Cables, Precooler, Precooler 
Control Valve, Fire X Line, Check Valve, Engine 
Control Cables 


1928 Piping, Engine Control Cables, Precooler, Precooler 
Control Valve, Fire X Line, Check valve, Engine 
Control Cables Thrust Reverser, Hyd Pump Lines 


93A Bleed Але Shutoff Valve, Fire Detector, Thrust 
Reverser Emergency Stow Pressure Line, Hyd Pump 
Case Drain Line 


193B Bleed Air Shutoff Valve, Fire Detector, Pressure 
Line Thrust fieverser Return Line, Hyd Pump 
Pressure and Suction Lines 


1955 
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19х19 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


Ate жо жж 
ОВАА 290A 291A 292A 2934 2948 295 2940 3910 2040 3919 


ELECTRICAL, 
JUNCTION 
вох 

28) 


+ PYLON NO. 2 
жа PYLON HO, 3 


20 


ETE 250 4 
2868 2968 - 

m LEFT SIDE n 

Nbs оооло 

296A AND 2968. 

ARE PRESSURE 


POP-OUT СООК 


INBOARD PYLONS POSITION 2 AND 3 7 


tk к жо як 
| 394E 294F 2960 3946 2030 2920 2918 2908 2898 ы 


m] [а] (еј [n] — (5) bs] в) (і) 
эма 
Ln 
9 


"а! 


с 2988 ЗА H 


ELECTRICAL, 
JUNCTION BOX - 


Access roc иша. 
О tno eme 

ДД исконно - cs REQURED 
ГІ serens on sous - тооз крою 


| 
: 


RIGHT SIDE 
42-87990 


Acceso Doors -- Inboard Pylens 

6-11-35 (No. 2 and 3) 

COOE 50 Figure 204 š 
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DE- 8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS Nom vaL 
OPENING OPENING SIZE 
SUMBER ACCESS 10 (INCHES. 
287 ` Fairieg-to-Cowl Seal à x 16 
288 Electrical Junction Box а х 16 
289A | Electrical Connectors 16 x 20 
9 Piping, fuel Line, Thrust Reverser Hyd Pressure 8 x 20 
Return sid Елесоепсу Stow Lines, Hyd Pump, 
Suction Line, Pressure Line and Pump Case Drain 
Line, Electrical Connectors 

290A Piping, fuel Line, Throttle end Fuel Shutoff 9 x 20 
Control runs 

2900 Piping, Fuel Line, Tncust Reverser Hyd Pressure, 9 x 20 
Return ond Emergency Stow Lines, Hyd Pump Case 
Orain, Hyd Pump Suction Line, Hyd Pump Pressure 
Line, Throttle and Fuel Shutoff Control Drums 

291A | Piping, Engine Control Cables, Throttle and Fuel 9x21 
Shutoff Control Cable Pulley Bracket, Fuel Line 

2918 Piping, Engine Control Cables, Throttle ond fuel 9x21 
Shutoff Control Cable Pulley Bracket Cable, Fuel 
Line, Thrust Reverser Emergency Stow Pressure Line, 
Thrust Reverser Return and Pressure Lines, Hyd Pomp 
Pressure, Suction and Case Drain Lines. 

292A Piping, Engine Control Cables, Ргесооћег, Precooler 16 x5 
Control Valve, Fire X Line, Check Valve, Engine 
Control Cables 

2928 Piping, Engine Contro! Cables, Precooler, Precooler 8x5 
Control Valve, Fare X Line, Check Valve, Engine 
Control Cables Thrust Reverser, Hyd Pump Lines 

293A Bleed Air Shutoff Valve, Fire Detector, Thrust 9x 23 
Reverser £aergency Stow Pressure Line, Hyd Pump 
Case Drain Line 

2938 | Bleed Air Shutoff valve, Fire Detector, Pressure 9 x 23 
Line Thrust Reverser Return Line, Hyd Pump 
Pressure and Suction Lines 

2936 4х5 

- 6-11-3 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 
ACCESS МИА, 
OPENING OPENING SIZE 
Mët ACCESS 10 cues) 
2944 Pylon Structure, Piping Reducer, Hyd Руяр Suction 6х7 
fire Shutoff Valve*) Heat Exchanger, нуд Pump 
Pressure and Case Drain Lanes, High Stage Bleed 
Air Valve, thrust Reverser Lines, ond Thrust 
Reversec Pressure Fire shutoff Valve 
2948 Pylon Structure В 2x69 
294C Pylon Structure Ух У» 
294) Pylon Structure і 5x» 
2906 Pylon Structure 1 x 69 
295 Thrust Reverser, Fire Shut Off Valve, Electrical 5x6 
Connectors, Throttle and Fuel shutoff Control 
Cable Pulley Bracket 
2967 Not а Normal Access (for Pressure Relief) 
2968 Not a Normal Access (tor Pressure Relief) 
297A нуд Pump end Ihrust Неуегвег Lines. Inspection 9x9 
Structures, Electrical Wiring ond Terminal Blocks 
2978 — Hydraulic Piping, Structure, Drain Lines 6x8 
2976 Pylon Structure, Hyd Pump and Thrust Reverser Lines 8x 10 
2910 Piping, Pylon Structure, Hyd Pump ond Thrust Reverser 5x1 
Lines 
298A Heat Exchanger, Electrical 7 біз. 
2988 Electrical 6x8 
2982 — Hyd Pump and Thrust Reverser Lines 1x9 
3948 Pylon Structure 1х 69 
394€ Pylon Structure 5x5 
3940 Pylon Structure 3x55 
394E Pylon Structure 2х 69 
611-3 
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DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 
FUSELAGE INTERIOR ACCESS DOORS - MAINTENANCE PRACTICES 


1. General 


А, 


Fuselage interior scvess doors are numbered 600 to 699. Doors providing 
access to поп-тајећелапсе type items or doors clearly labeled by stencil- 
ina or decals are not numbered. For example, doors affording access to 
life rafts аке not numbered because they аге plainly marked and 
identified. 


8. Access doors to the same items or general group of items may have the 
same nutber, but wilh a letter desiqnation added for further identifi- 
cation. 
ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
601 Ducts 17 x 25 
6024 Air Condítionina System 20 x 27 
6028. Air Conditioning System 20 x 27 
em Freon Condenser вхи 
em Freon Condenser хи 
605 Wiring là x 16 
616 Wiring 13 x 20 
607 Wiring 19х15 
608 Wiring 8x22 
om Pilots* Control Pedestal “18 x 17 
610 Wiring Bx 16 
ви Wiring 12 x 20 
612 Wiring 21 х 58 
#613 Padio/Electronic Equipment 5х 15 
613A Radio/Electronie Equipment Я 2х 25 
*Installed on 88070 and 80710 only 
6-1-4 
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DOUGLAS AIRCRAFT CO., NI 


с. 
DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


NOTE: SEE SHEET 2 
FOR VIEW 8 


cess Doors -- Fuselage Interior 
Page 202 Figure 201 Sep 1/82 


DOUGLAS AIRCRAFT CO., INC, 
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MAINTENANCE MANUAL 


ACCESS Mët VAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO INCHES) 
615 Radio/Eleetronie Equipment 24 x û1 
615A Radio/Electranic Equipment 2x AN 
ав Badio Rack КЕСЕ 
6168 fladio/Clectronie Equipment 8 x 10 
вс Rodio/Electronic Equipment 20 x 19 
“о fadio/Electronie Equipment 18 ха 
617A Redio/Electronie Equipment 10 x 19 
6170 Radio/tlectrenic Equipment 10 х 19 
ec fRodio/tlectronie Equipment 10 x 19 
6170 Redio/Eleckronie Equipment 10 x 19 
617E ` Radio/tlectronic Equipment ` 10 x 19 
618 Wiring 9 x 16 
619 Wiring 8 x 16 
620 Wiring 5 8 x 14 
23 Wiring 13 x 20 
622 Wiring 13 x 20 
623 Electrical Power Center Forward Equipment Panel 14 x 22 
624 Electrical Power Center Forward Center Equipment 21 x 25 
апе) 
625 Electrical Power Center Aft Center Equipment 16 x Зі 
Panel. 
626 Electrical Power Center Aft Equipment Panel 15 x 33 
627 Electrical Power Center Upper Equipment Panel 30 x 33 


*Installed оп 880700 and 880718 only 
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DOUGLAS AIRCRAFT CO., INC. 
DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS 7 NOMINAL 
‚ OPENING OPENING SIZE 
HUNER ACCESS 10 (INCHES) 
628 Wiring 9x20 
629 Radio Rack 8x21 
630 Electrical Power Center Equipment 8 x 20 
631 Radlo Rack 40 x аз 
632 Radio Rack 32 x 40 
633 Electrical Power Center Equipment 39 x 49 
634 Electrical Power Center Equipment 17 x 60 
635 Electrical Power Center Equipment 29 x 38 
636 Air-Conditioning Compartment from Forward Cargo 39 x 34 

Compartment 
637A Елагдопсу Battery 8 1/2 x 12 
*6318 Emergency Battery 4 M2 x 12 
хус Emergency Battery а 1/2 x 12 
*6370 Emergency Battery 4 1⁄2 x 12 
6398 Attendont's Call Button эх? 
вата Kashstend Piping 18 x 24 
6428 Washstand Piping 18 x 24 
6420 Washstand Piping 38 x 24 
6420 Washetand Piping 18 x 26 
вла Fillet 8 1/2 x 13 
645 Pressurization Outlets and Waste Water Service 30 x 26 


(Access from Aft Cargo Compartment) 
Installed on N8095U - №0990 
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OOUGIAS AIRCRAFT CO., INC, 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS NOMINAL, 
OPENING OPENING SIZE 
АН ACCESS TO (INCHES) 
687A üxygon Cylinders 3 x 56 
649A, Preasure Water System Drain Valve в 1/2 Dia 
6498 Pressure Hater System Drain Valve 8 1/2 Dia 
659A Forward Passenger Entrance Door Warning Switch 2x4 
6598 Forward Service Entrance Door Warning Snitch аха 
6590 Aft Service Entrance Door Warning Switch 3x4 
6590 Aft Passenger Entrance Door Warning Switch 3x4 
660A Forward Cabin Electrical Panel 11 x 20 
6608 Forword Cebin Electrical Panel J1 x 12 
660: Aft Cabin Electrical Panel 11 x 20 
6600 Aft Cabin Electrical Panel 1} x 12 
668 Oxygen Gage 10 x 10 
669 Forward Passenger Entrance Doar Snubber 4 Dia 
6708 Forward Cargo Compartment Viewer and Light Switch 5х7 
6708 Accessory Compartment Viewer and Light Switch 5х7 
влас Aft Cargo Compartment Viewer and Light Switch 5x7 
6500 Forward Cargo Compartment Light Switch 5х7 
вте Aft Cargo Compartment Light Switch 5x7 
*670F Cargo Hoist Switch 10 Dia 
671A Fuselage Structure (Access for moisture and axe 


corrosion inspect ап) 


*Installed on МВОВВ and subsequent 
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DC-8 SEVENTY SERIES 
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ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER Е ACCESS 10 (INCHES) 
6118 Fuselage Structure (Access for moisture and 8x8 
corrosion inspection) 
6724 Forward Service Entrance Door Torque Tube 31⁄2x 4 
6728 Aft Service Entrance Door Torque Tube 3 1/2 x4 
6720 Aft Passenger Entrance Door Torque Tube 31/2х4 
673A Rudder Pedal Mechanism, Cables 26 x 27 
6738 Rudder Pedal Mechanism, Cables 26 х 27 
6740 Wove Guide, Pipes, Conditioned Air Duct 5x17 
674% Cables 3x7 
674C Cables, Mach Trim Actuator 8 x 10 
6740 Cables 6х 15 
6758 Conditioned Air Duct 7x17 
6758 Cables, Pipes 4 x 10 
6756 ‚ Cables вх 
6750 Cables Š 6 x 15 
676^ Cables 9х 21 
6768 Aileron Bus, Cables, Pipes 13 х 20 
6766 Aileron Bus, Cables 19 x 25 
6760 Aileron бив, Cobles 12 x 20 
676Е Pipes 1М2х6 
676F Pipes, Wave Guide, Conditioned Air Duct 25 x 32 
677 Pipes, Wave Guide, Cables, Wiring 10 х 85 
678 Pipes, Cebles, Wiring 38 x 22 
6-11-4 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


NOTE: SYMBOLS SHOW HOW 
90085 ARE OPENED 


HAND. 

INO TOOLS REQUIRED 
SCREWS OR BOLTS 
110015 REQUIRED 
QUICK OPENING 
110015 REQUIRED 


ве D 


Flight Compartment Floor Panels 
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DOOR NO, 673A, 6738 
№ 10 Ан509-10А7 


MCN ACT E 
^AAA aa à AS 


A 
. 
bd € 22 АН509-8812 

ка . 
• D 
е D 
9 D 
. x " 
9 ° 
ін ° 
5 D 
D в і 
е в 
. a й 

і B 

` миме B 

5 л DOOR NO, 684 

* А 2 вл5334СРАЛО 

б e € 9 БА5333СРА7-5 

š ° Ws каззэзсрла-5 

K 5 NAS333CPA4 

e ° 

e 

CR га 

view € 
0008 NO. 683 


A 9 NAS333CPA7-5 
Ф аа НАБЗЭЭСРАА-5 
ги NA2-1459 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS NOMINAL 

OPENING OPENING SIZE 

NUMBER ACCESS 10 INCHES) 

679A. Forward Yaw end Pitch Acceleroneters (Located in 15 x 18 
cargo compartment ceiling) 

Di Pipes, Wave Guide, Cobles, Conditioned Air Duct 10 x 75 
E Pipes, Wave Guide, Cables, Conditianed Air Duct 7х 45 
682A Cables, Wiring 19х21 
6828 Nose Gear Viewer 2102 х 3 
683 Wiring, Conditianed Air Duct 28 x 60 
684 Wiring 14 x 22 
685 Wiring 5x8 
686 Pitch Trim Actuator ax 
zen Pneumatic Air Ducts, Üverheat Detector 5 1/2 Dia 

Sensing Element 
#6938 Pneumatic Air Ducts, Overheat Detector 5 1⁄2 Dia 
Sensing Element 
эвээс Pneumatic Air Ducts, Overheat Detector 5 1/2 Die 
Sensing Element 
6930 Pneumatic Air Duets, Overheat Detector 5 М2 Dia 
Senaing Clement 
272 Pneumatie Air Ducts, Overheat Detector 5 1⁄2 Dia 
Sensing Element 
6948 ` Pneumatic Air Ducts, Overheat Detector 5 1/2 bia 
Sensing Element 
*69AC Pneumatic Air Ducts, Gverheat Detector 5 1⁄2 018 
Sensing Element 
+6940 Pneumatic Air Ducts, Overheat Detector 5 M2 Dia 
Sensing Element 
‘Not instelled on NR070U-N8p78U 
6-11-4 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS корыл. 

OPENING OPENING SIZE 

NUMBER ACCESS 10 (INCHES) 

695 Drein Huat 9x9 

696 Heat Exchanger and Ducting (1) 18х14 

E Haat Exchenger end Ducting (R) 38 x 24 

699A Outside Air Temperature Probe (Located in 5 1⁄2 pia 
сатао compartment floor) 

6988 Outside Air Temperature Probe (Located in 5.1/2 Dia 
cargo compartment floor) 

6994 Forward Cargo Compartment Door Warning Switch 5х7 

6098. Aft Cargo Conpartment Door Warning Switch 5x7 

611-4 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


FUSELAGE INTERIOR ACCESS DOORS - MAINTENANCE PRACTICES 


1. General 


А. Fuselage interior access doors are numbered 600 to 699. Doors providing 
access to non-maintenance typa items or doors clearly labeled by stencil- 
Апа ог десвја ere not numbered. for example, doors affording access to 
life rafts are not numbered because they are plainly marked and 
identified. t 


8. Access doors to the same items or generel group of items may have the 
sane number, but with a letter designation added for further identifi- 


cation. 
ACCESS NOMINAL 

OPENING OPENING SIZE 

NUMBER ACCESS Т0 (INCHES) 

601 Ducts 17 х 25 

602A Air Conditioning System 20 x 27 

6028. Air Conditioning System 20 x 27 Ы 
605 Freon Candensec 6x1 

604 Frean Condenser 7х1 

605 Wiring Ја x 16 

606 Wiring 13x20 4 

607 Wiring 19х13 

608 Wiring 8x22 E 
609 Pilots' Control Pedestal 18 x 17 p 
610 mirina 8х 16 : 
ви Wiring 12 x 20 

612 Wiring 21 х 58 

613A Radio/Electronic Equipment 2x25 і 
6144 Radio/Electronie Equipment 10 х 25 

6148 fadio/tlectronic Equipment 10 x 25 

6-11-4 
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view D-D 
FUSELAGE INTERIOR 
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6-11-4 
Access Doors -- Fuselage Interior CODE 51 
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DC-8 SEVENTY SERIES 


MAINTENANCE МАМІ 
ACCESS NOMINAL 
OPENING OPENING SIZE 
RUHBER ACCESS 10 INCHES) 
629 Radio Rack 8x21 
630 Electrical Power Center Equipment 8 x 20 
61 Radio Rack 40 x 43 
632 Radio Rack 32 x 40 
633 Electrical Power Center Equipment 39 x 49 
6% Electrical Power Center Equipment 17 x 60 
635 Electrical Power Center Equipment 29 x 38 
636 Air-Conditioning Compertment fron Forward Cargo 30 x 34 
Compartment 
637A Emergency Battery 8 1/2 x 12 
6598 Atkendant's Call Button 3x7 
ваа Forward Potable Water Tanks 26 x 80 
E Aft Potable Water Топка 21 x 78 
6400 Potable Water Re-route Valve 6x6 
640E Potable Water Fill end Overflow Valves 6x6 
баар Potable Water Fill ond Drain Value 5x7 
6428 Washstand Piping 18 x 24 
6428 Washstand Siping 18 x 26 
223 Washstand Piping 18 x 24 
ва. Fillet 8 1⁄2 x 15 
645 Pressurization Outlets and Waste Water Service 30 x 26 
(Access from Aft Cargo Conpsrtment) 
647A Өхудеп Cylinders 37 х 54 
651 Water Piping 21х Al 
6-11-4 
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ЗАКНТЕНАНСЕ MANUAL 


ACCESS NOMINAL 

OPENING OPENING SIZE 

NUHBER ACCESS TO (INCHES) S 
6600 Aft Cabin Electrics] Panel n x12 

668 Oxygen Gage й 10 x 10 

669 Forward Passenger Entrance Door Snubber 4 Dia 

6700 Forward Cargo Compartment Light Switch 5x7 H 
670E Aft Cargo Compartment Light Switch 5x7 

220 Fuselage Structure (Access for moisture and 8x8 

corrasion inspection) 
ene Fuselage Structure (Access for moisture end 8x8 
Corrosion inepection) 

672A Forward Service Entrance Door Torque Tube 31⁄2x 8 

6128 Aft Service Entrance Door Torque Tube 3 2х4 

ene -АРЕ Passenger Entrance Dooe Torque Tube змаха 

615A Rudder Pedal Mechanism, Cables 26 x 27 e 
вв Rudder Pedal Hechanism, Cables 26 х 27 Е 
675A Wave Guide, -Pipes, Conditioned Air Duct 5 x 17 

6748 Cables 3x7 D 
війс Cables, Hach Trim Actuator 8 x 10 

6740 Cables 6x15 

675A Conditioned Air Duct HEES : 
6758 Cables, Pipes ахай 

675C Cables 8x10 

6750 Cables 6x15 

616A Cables 9x21 

6768 Aileron Bus, Cables, Pipes 13 x 20 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS NOMINAL 
OPENING OPENING 5126 
NUMBER ACCESS 10 (INCHES) 
652 Water Piping 32x42 
653 Water Piping 34 x 46 
654 Water Piping 32 x 42 
655 Water Piping 30 х 32 
659А Forward Passenger Entrance Door Warning Switch 2x4 
6598 Forward Service Entrance Door Warning Switch аха 
659С Aft” Service Entrance Door Warning Switch 3x4 
6590 Aft Passenger Entrance Door Warning Switch 3x3 
660A Forward Cabin Electrical Panel 11 x 20 
660B Fotward Cabin Electrical Ponel ух 
eent АГЬ Cobin Electrical Panel 11 х 20 
6-11-4 
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NOSE: SYMBOLS SHOW HOW 
DOORS ARE OPENED 


vaw А 
HAND 
Ож TOOLS REQUIRED: 
SCREWS OR BOLTS 
110015 REQUIRED) 
uer OPENING. 
(10015 REQUIRED 
[S 
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DOOR но, 610 0008 NO, 665 0008 но. 609 осой KO. 608 
А 4 NAS 267-632-8P № 4 MAS 387-832-87 А ORAS 387-922-67 
% 3AN 526-032 А? Ж LAN 526-032 25 © 4 AN 526-832 87 
B 2 AN 526-632 Rb LAH 526-832 R6 
X ЗАН 526-832 85 viv А № GAN 526-832 RS 
5 D 
. 
vuw B view C 
D0QR но. 509 008 но. 609 
А Û HAS 267-332-10 Ф 4 NAS 387-832-6 
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ҮҮНҮН ҮТ DOOR КО, 673A, 6738 
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5 D 
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ie ei 
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` VIEW B 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
eer Aileron Виз, Cables 19 x 23 
6760 Aileron Bus, Cables 12 x 20 
676E Pipes 11/2х 6 
E Pipes, Weve Guide, Conditioned Air Duct 25 x 32 
вт Pipes, Wave Guide, Cables, Wiring 10 x 85 
678 Pipes, Cables, Wiring 18 x 22 
679 No Access 
680 Pipes, Wave Guide, Cobles, Conditioned Air Duct 10 х 75 
өз Pipes, Wave Guide, Cables, Conditioned Afr Duct Tx 45 
6024 Cables, Wiring 19 x 21 
6828 Nose Gear Viewer 21⁄2x 5 
683 Wiring, Conditioned Air Duct 28 x 60 
вва Wiring 14 x 22 
685 wiring 5x8 
686 Pitch Trim Actuator ax 
ӨЗА Pneumatic Air Ducts, Gverheat Detector Sensing 5 1/2 Dia 
Element 
6938 Pneumatic Air Ducts, Overhest Detector Sensing 5 1/2 Dia 
Element 
6930 Pneuxatie Air Ducts, Overheat Detector Sensing 5 1/2 Oia 
Elenent 
6930 Pneusatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 
694A Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 
6-11-4 
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MAINTENANCE MANUAL 


ACCESS NOMINAL 

OPENING OPENING SIZE 

NUHBER ACCESS 10 (INCHES) 

6548 Pncunatie Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 

6940 Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Elenent 

6940 Pneuratic Afr Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 

695 Drain Hast 9x9 

696 Heat Exchanger and Ducting (L) 18 x 26 

697 Heat Exchanger and Ducting (А) 18 x 24 

6984 Outside Air Temperature Probe (Located in cargo 5 Ма Dia 
conpartment floor) 

6988 Outside Air Temperature Probe (Located jn cargo 5 1/2 Dia 
compartment floor) 

6994 Forward Cargo Compartment. Door Warning Switch 5x1 

6998 Aft Cargo Compartment Door Warning Switch 5x7 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 
FUSELAGE INTERIOR ACCESS DOORS - MAINTENANCE PRACTICES 


1. General 


. Fuselage interior accesa doors ere numbered 600 to 699. Doors providing 
access to noñ-maintenance type itemo or doors clearly labeled by stencil- 
ina or decals аге not numbered. For example, doors affording access to 
life rafts are not numbered bacause they are plainly marked and 
identified. 


А. Access doors to the same items or general group of items may have the 
sane number, but with a letter designation added for further identifi- 


cation. 
ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
601 Ducts 17 x 25 
602A Air Conditioning System 20x27 
6028 Air Conditionina System 20 x 27 
603 Freon Condenser 6x11 
604 Freon Condenser 7x1 
605 Hiring 14 x 16 
606 wiring 13 x 20 
607 wiring d ска 
608 Hiring 8x22 
609 Pilots? Control Pedestal 18 х 17 
610 Nirina 8 x 16 
ви Wiring 12 x 20 
612 wiring 21 х 58 
віз Radio/Electronic Eavipment 2x 25 
614A Radio/Electronic Equipment 30x25 
6108 Radio/Elect ronic Equipment 10 x 25 
ГЕТЕ 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS NOMINAL . 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
629 Radio Rack Ox 21 
630 Electrical Power Center Equipment Bx 20 
631 Rodio Rack 40 x 43 
632 Radio Rack 32 x 40 
633 Electrical Power Center Equipment 3 x 49 
634 Electrical Power Center Equipment 17 x 60 
65 Electrical Power Center Eouipment 29 x 38 
656 Air-Conditionina Conpactment from Forward Cargo 39 x 34 
Compartment. 
637A, Emergency Battery 8 1/2 x 12 
6370 Ereraency Battery 8 1/2 x 12 
6310 Emergency Battery 8 1/2 x 12 Я 
630 Emergency Battery 8 1⁄2 x 12 
637E Emergency Battery 8 1/2 x 12 
6398 Attendants Call Rutton 3x7 
ваза Washstand Pipina 18 x 24 
вав Washstand Pioinq 18 x 26 
вас Washstend Pipina 18 x 24 
ваа Fillet 81/2 x 13 
в5 Pressurization Outlets and Waste Water Service 30 x 26 1 
{Access from Aft Сагао Compartment) М 
645A Forward Weste Water Drain Valve 4x6 5 
A Aft Waste Water Drain Valve 4х6 
6-11-4 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS. NOMINAL ~ 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
647A Oxygeo Cylinders 37 х За 
649A Pressure Water System Drain Valve 8 1⁄2 Dia 
6490 Pressure Water System Drain Valve 8 1/2 Dia 8 
6518 First Aid Oxygen Cylindere; Flight Recorder 3x» 
6594 Forward Passenger Entrance Onor Warning Switch 2x4 
6598 Forward Service Entrance Door Warning Switch аха 
659C Aft Service Entrance Door Warning Switch 3x4 
6590 Aft Passenger Entrance Daor Warning Switch 3x4 
6608 Forward Cabin Electrical Panel 0 x 20 
6608 Foxward Cabin Electrical Panel пху 5 
6606 Aft Cebin Electrical Panel J1 x 20 [4 
6600 Aft Cabin Electrical Panel 411 x12 
668 Oxygen Gage 10 x 10 
669 Forward Pessenger Entronce Door Snubber A Dia 
6700 Forward Cargo Compartment Light Switch 5x1 
670E Aft Cargo Compartment Light Switch 5x1 ' 
671A Fuselage Structure (Access for moisture and 8x8 
corrosion inspection) 
6718 Fuselage Structure (Access for moisture and 8x8 =i 
corrosion inspection) 
DC? Farward Service Entrance Door Torque Tube 3 2х4 d 
6728 Aft Service Entrance Door Torque Tube 31⁄2x 4 
6720 Aft Passenger Entrance Door Torque Tube 31⁄2x á 
673A Rudder Pedal Mechanism, Cobles 26 x 27 
8-11-4 
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ACCESS NOMINAL 
ФРЕЧТАС OPENING SIZE 
ОРЕВ ACCESS ТО Dos) 
6758 Rudder Pedal Mechonism Cables 26 x 27 
678A Wave Guide, Pipes, Conditioned Air Duck 5x1 
6748 Cobles 3x7 
&nc Cables, Mech Trim Actuator 8 x 10 
6740 Cables 6x15 
6754 Conditioned Air Duct 7x17 
DCH Cebles, Pipes 4 x 10 
6756 Cables 8 x 10 
6750 Cables 6x15 
676A Cables 9x21 
6768. Ailergo Rus, Cables, Pipes 13 х 20 
sier Aileron Bus, Cables 19 x 23 
6160 Aileron Виз, Cables 12 x 20 
6765 Pipes 5 112х6 
ier Pipas, Wave Guide, Conditioned Air Duct 25 x 32 
67 Pipes, Wave Guide, Cables, Wiring 10 x 85 
678 Pipes, Cables, Wiring 18 x 22 
+6798 Ман and Pitch Accelerometers ‘Located in cargo 18 x 18 
compartment ceiling) 
680 Pipes, Wave Guide, Cables, Conditioned Air Duct 10 x 75 
681 Pipes, Wave Guide, Cables, Conditioned Air Duct 7х 45 
бөз Cables, мігіпа 19 x 21 
5828 Nose Gear Viewer 2/2 хз 
683 Wiring, Conditioned Air Duct 24 x 60 


"installed on airplane N8Z6F and subsequent. 
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view А 
HAND 
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DOOR NO. 610 0008 ко. 685 DOOR НО. 609 GOOR KO. 608 

А 4 WAS 387-032-8Р Ah 4 NAS 387-832-8P ДА S KAS 387-832-8Р 
9 3AN 526-032 87 ‘te LAN 526-032 15 © л АК 526-092 RT 
№ 2 AN 525-832 16 LAN 526-832 RO 
ж ЗАН 526-032 05 view А 9X 4 AN 526-032 85 


Ч | 
vaw B мим С 
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MAINTENANCE MANUAL 


ACCESS NOMINAL, 

OPENING OPENING SIZE 

NUMBER ACCESS 10 (INCHES) 

684 Wiring 14 x 22 

685 Wiring 5x8 

686 Pitch Trim Actuator ахи 

*693A Pneunatic Air Ducts, Overheat Detector Sensing 5 М2 Dis 
Element 

*6938 Pneumatic Air Ducts, Gverheat Detector Sensing 5 3/2 Dia 
Element 

“9 Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 

“6910 Pneumatic Air Ducts, Overheat Detector Sensing $ 1⁄2 Dia 
Element 

Kol? Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Ola 
Element 

96948 Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 

*694C Pneumatic Air Ducts, Overheat Detector Sensing 5 1⁄2 Ota 
Element 

56940. Pneuaatie Air Ducts, Overheet Detector Sensing $ 1/2 Dia 
Element 

695 Drain Hast 9x5 

696 Heat Exchanger and Ducting (1) 18 x 24 

697 Heat Exchanger and Ducting (R) 18 x 24 

698A Outside Air Temperature Probe 5 1/2 Dia 


(Located in cargo compartment fioor) 


“Installed on airplane N826E and subsequent. 
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ACCESS NODINAL 
OPENING OPENING SIZE 
RUMBER ACCESS 10 (INCHES) 

6968 Outside Air Temperature Probe 5 1/2 Dia 
(Located in cargo compartment Floor) 
699A Forward Cergo Compartment Door Warning Switch 5х7 
6998 AFt Cargo Compartment Door Warning Switch 5x7 
6-1-4 
CODE 52 
Sep 1/82 


Page 211 


1. General 


A, fuselsae interior access doors аге numbered 600 to 599, 


DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 
FUSELACE INTERIOR ACCESS 00085 - MAINTENANCE PRACTICES 


Doors providing 


access to non-maintenance type ítems or doors clearly labeled by stencil- 
ino or decals are not numbered. 


For example, daars affardina access to 
life rafts are not numbered because they ore plainly marked and 


ident ified. ь 
я. Ассеаз doors Бо tho same items or ceneral oroup of items may have H 
same number, but with в letter designation added for further identifi- 
cation. ` 
. 
ACCESS NOMINAL 
ПРЕМІКС OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
ва Ducts 17 x 25 
«02а Air Conditioning System 20 x 27 : 
бога Air Conditionina System 20 х 27 ! 
E Freon Condenser 6x1 ғ 
оа Freon Condenser 7х ` 
605 Kirina M x 16 
606 Wiring 13 x 20 
607 Мігіла 19 х 15 
E Nirina ах 22 x 
eng Pilots! Control Pedestal 18 x 17 - 
ао Wiring ах 16 - 
ва Virina 12 x 20 
«2 Wirion 21 x 58 
HE Radio/Flectranic Fauipment 2x25 
6144 Redic/EJectronic Equipment 10 x 25 
ва Radio/Electronic Equipment 10 x 25 
6-11-4 
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ACCESS 


NOHINAL 
DPENING OPENING SIZE 
NUMBER. ACCESS TO (INCHES) 
6140 Radio/Electronic Equipment 10 x 25 
виг Redio/Electronic Equipment 1 x 25 
614E Radio/Electronic Equipment 10 x 25 
DI? Redio/Electronic Equipment 10 х 25 
6146 Radio/Electronic Equipment 10х 25 
615A Redio/Ekectronic Equipment 2x 44 
616A Radio/Electronic Equipment 20х17 
[UI Radío/Electronie Equipment 10 x 19 
6178 Redio/Electranic Equipment 10 х 19 
6170 Radio/Electronic Equipment. 10 x 19 
6170 Radio/flectronic Equipment 30 х 19 
GATE Radio/Electronic Equipment: 10 х 19 
618 Wiring 9х 16 
619 Wiring 8х 16 
6201 Wiring 8 x la 
621 Wiring 33 х 20 
622 Wiring 13 x 20 
623 Electrical Power Center Forward Equipment Panel 14 x 22 
624 Electrical Power Center Forward Center Equipment 21 x 25 

Panel 

625 fiectrical Power Center Aft Center Equipment. Panel 16 x 31 
626 Electrical Power Center АРЬ Equipment Panel Бх 33 
627 Electrical Power Center Upper Equipment Panel 30 x 33 
628 Wiring 9х 20 
6-11-4 
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ACCESS. NDUINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
629 Radia Rack 8х 21 б 
630 Electrical Power Center Equipment 8x 20 
өл Radio Rack 40 х 43 
632 Radio Rack 32 x 40 
633 lectrical Power Center Equipment 39 x 49 
22 Electrical Power Center Equipment 17 x 60 
635 Electrical Power Center Equipment 29 x 38 
636 Air-Conditioning Compartment from Forward Cargo 39 x 58 
Compartment 
637A Emorgency Battery 8 1/2 x 12 D 
*637B Emergency Battery 5 в 1/2 x 12 4 
жөке Emergency Battery 8 1⁄2 x 12 
то Emergency Battery 8 1/2 x 12 
**637E Emergency Battery ч 8 1/2 x 12 
6398 Attendant's Call Button 3x7 ' 
RA Aft Potable Hater Tanks 21 х 78 
HIT? Potable Water Fill and Overflow Valves ` 6x6 
RU Potable Water Fill and Drain Valve 4х7 
de Water Level Gauge 4х8 5 
за Hydraulic Control Panel 5x10 
22 Washetend Piping 18 x 26 
6428 Washstand Piping 18 x 2% 


*Instelled оп N8759. 
“Installed on "passenger" configuration only. 
*"^Instelled on "convertible freighter" configuration only. 
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ACCESS NOMINAL 
OPESTAG OPENING SIZE 
NUMBER ACCESS TO CixcHES) 
223 Wesbstond Piping 18 x 24 d 
HSH Wining and Piping 16 Dia 
HEN Wiring and Pipina 13 x 14 
#96026 Wiring end Piping 16 Ма 1 
нива Cargo Door Hold-Gpen Fitting 4x8 
644 Fillet 8 1/2 x 13 
645 Pressurization Outlets and Waste Water Service 30 x 26 
{Access from Aft Сагао Compartment) : 
MI Cerqo Restraining Net Attach 10 x 51 : 
"6069 Cargo Pestraining Net Attach 7x 10 
квавс Cargo Restraining Net Attach 10 x 20 2 
Kit Сагао Restraining Net Attach 7х 14 H 
zent Cargo Restraining Net Attach 14 x 15 
647А Oxyaen Cylinders 37 x 54 
био Pressure Water System Drain Volve 8 1/2 Dia 
6498 Pressure Water System Drain Valve 8 1/2 Dia 
651 Flight Recorder, fixyaen Cylinders 30 x 32 
6514 First Aid Oxyoen Cylinders: Flight Recorder 20 x 32 
#652 Hater Piping 32 x 42 
653 Water Piping 34 x û6 
659A Forward Passenger Entrance Door Warning Switch 2x4 E 
6598 Forward Service Entrance Door Warning Switch аха 


*Instelled оп №8759. 
**Installed on "Passenger" configuration only. 
жн Installed on "convertible Freighter” configuration only. 
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ACCESS NOATVAL 

OPENING OPEVING SIZE 
NUMBER ACCESS 10 INCHES} 
6590 АГ Service Entrance Door Warning Switch уха 
6590 АГЬ Passenger Entrance Door Warning Switch уха 
6604 Forward Cabin Electrical Panel 11 x 20 
6608. Forward Cabin Electrical Panel 11 x 12 
6600 Aft Cabin Electrical Panel 11х20 
6600 Aft Cabin Electrical Panel 11 x 12 
568 Oxygen Gage 10 x 10 
669 Forward Passenger Entrance Door Snubber 4 Dia 
6700 forward Cargo Compartment Light Switch 5х7 
670E Aft Cargo Compartment Light Switch 5x1 
[2n Fuselage Structure {Access for moisture and 8x8 

corrosion inspection) 
6718 Fuselage Structure (Access for moisture and 8x8 
corrosion inspection) 

6724 Forward Service Entrance Door Torque Tube 3/2 ха 
6728 Aft Service Entrance Ooor Torque Tube 3 1/2 x4 
672€ Aft Passenger Entrance Door Torque Tube 31/2 ха 
өза Rudder Pedal Mechanism, Cables 26 x 27 
6738. Rudder Pedal Mechanism. Cables 26 х 27 
674A Wave Guide. Pipes, Conditioned Air Duct ER 
6748 Cables 3x7 
влас Cables, Mach Trim Actuator 8 x 10 
био Cables 6x15 
615A Conditioned Air Duct Tx Uu 
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ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
6158 Cables, Pipes 4x 10 
6750 Cables 8x10 - 
6750 Cables 6x15 і 
676^ Cables 9 x21 
6768 Aileron fus, Cables, Pipes 13 x 20 
6760 АПегоп Bus, fables 19 x 23 
6760 Айвгор Bus, Cables 12 х 20 
676E Pines 1M?x6 
eier Pipes, Wave Guide, Conditioned Air Duct 25 x 32 
67 Pipes, Wave Guide, Cables, Nirina 10 x 85 3 
өв Pipes, Cables, Wiring ы 5 1B х 22 
Ka Forward Yaw and Pitch Accelerometers 15 x 18 
fLocated in cargo compartment ceiling) - 
680 Pipos, Wave Guide, Cables, Conditioned Air Duct 10 х 75 % 
бој Pipes, Wave Guide, Cables, Conditioned Air Duct 7x 45 » 
6824 Cables, Wiring 19 x 21 
6828 Nose Gear Viewer 21/2 хз 
683 Wiring, Conditioned Air Duct 28 x 60 
вва Wiring 14 х 22 
685 Wiring 5x8 
686 Pitch Trim Actuator ахи 
#4692 Accessory Compartment (from carqo compartment) 18 x 20 


*Not installed on £C-CZE or "convertible freighter configuration. 
**Instakied on airplane №8759 only. 
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MAINTENANCE MANUAL 
FUSELAGE INTERIOR ACCESS DOORS - MAINTENANCE PRACTICES 


і. General 


А. Fuselece interior access doors ore numbered 600 to 699, Doors providing 
acceas to non-maintenence буре items or doors clearly labeled by stencil- 
inq er decals ere not numbered. Гог exemple, doors affordina access to 
life rafts ere not numbered because they аге plainly marked and 
identified. 


В. Access doors to the sane items or general aroup of items may have the 
some number, but with a letter designation added for further identifi- 


cotion, . 
ACCESS NOMINAL 

OPENING OPENING SIZE 

wuer ACCESS 10 (INCHES) 

em Ducts 17 х 25 

602A Air Conditioning System 20 х 27 

6028 ме Conditioning Systom 20 х 27 Ж 
603 Freon Condenser 6x1 

вда Freon Condenser тх 

605 Wiring 14 x 16 

606 Wiring 13 x 20 
607 Wiring 19 х 15 

608 Wiring Bx 22 

609 Pilots! Control Pedestal 18 x 17 e 
610 virina ax 16 

al Wiring 12 x 20 

612 Wiring 21 х 58 kë 
613A Radio/Electronic Eauiprent 2x25 D 
DT Radio/Electranic Equipment 10 х 25 2 
6108 Redio/Electronic Equipment: in x 25 
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ACCESS. NOMINAL 

OPENING OPENING SIZE 
RUHBER ACCESS TO (INCHES) 
вас Redio/Electronie Equipment 10 x 2% 
6140 Radio/Electronic Equipment 10 x 25 
614E Rodio/Electronic Equipment 10 x 25 
614r Radio/tlectroníe Equipment 10 x 25 
6146 Radio/Electronic Equipment 10 x 25 
6158 Redio/Electronic Equipment 2х4 
616A Radio/Electronic Equipment 20 x 17 
ат Radio/Electronic Equipment 10 x 19 
6178 Radio/Electronic Equipment 10 x 19 
вис Radio/Electronic Equipment 10 x 19 
6170 Radio/Electronic Equipment 10 x 19 
LTE Radio/Electronic Equipment 30 x 19 
618 Wiring 9 х 16 
619 Wiring 8x16 
620 Wiring ax 14 
621 Wiring 13 x 20 
622 Wiring 13 x 20 
623 Electrical Power Center Forward Equipment Panel 14 х 22 
өза Electricel Power Center Forward Center Equipment 21 х 25 

Panel 

625 Electrical Power Center Aft Center Equipment Panel 16 x 31 
626 Electrical Power Center Aft Equipment Panel 15 x 33 
627 Electrical Power Center Upper Equipment Panel 30x 33 
628 Wiring 9 x 20 
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MAINTENANCE MANUAL 

access NOMINAL 

ПРЕМІКС OPENING SIZE 

көрге ACCESS TO (INCHES) 
629 Radio Rack 8x 21 
630 Electrical Power Center Equipment 8 x 20 
өз Radio Rack 40 x 43 
вэ? Redio Воск 32 х 40 
633 Electrical Power Center Eauiprent 39 x 49 
22 Electrical Power Center Equipment | 17 х 60 
635 _. Electrical Power Center Equipment 29 х 38 
636 Air-Conditioning Compartment from Forward Cargo 30 x 34 

Compartment 

637A Emergency Battery в 1/2 x 12 
6398 Attendent's Call Rutton 3x7 
oam Forward Potable Water Tanks 26 х 80 
em Aft Potable Water Tanks 21 x 78 
байр Potable Water Re-route Valve 6x6 
640E Potable Water Fill and Overflow Valves 6x6 
ваде Potable Water Fill and Drain Valve 4х7 
E Water Level Gauge 4х8 

вар Hydraulic Control Panel 5x10 
ба?а Washstand Piping 18 x 24 
вав Washstand Piping 18 x 24 


***Inatalled on "all freighter” and "convertible freighter" confiaurations only. 
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ACCESS КОНЧА, 

ПРЕМІКС OPENING SIZE 

NUMBER ACCESS 10 (INCHES) 
вис Vashatand Piping 18 x 24 
баз Cargo Door Hold-Open Fitting 4x8 
22 Fillet 8 1/2 x 13 
65 Pressurization Outlets and Waste Water Service 50 x 26 

(Access from Aft Сагдо Compartment) 

баяд Forward Waste Water Orain Valve 4x6 
СЕЈ Aft Waste Water Drain Valve 4x6 
647A Oxygen Cylinders 37 x 54 
651 First Aid Oxygen Cylinders; Flight Recorder 32 x 34 
652 Water Pipina 32 x 42 
653 Water Pipino 34 x аб 
65а Water Piping 32 x 42 
655 Water Piping 30 x 32 
658A Cargo Restraining Net Attach 3x6 
6588 Cargo Restraining Net Attech 9x 20 
659A Forward Passenger Entrance Door Warning Switch 2x4 
6598 Forward Service Entrence Door Warning Switch «ха 
659C Aft Service Entrance Door Warning Switch эха 
6590 Aft Passenger Entrance Door Warning Switch 3x3 
6608 Forward Cabin Electrical Panel 1), х 20 
E Forward Cabin Electrics! Panel 11 x 12 


*Installed on "all freighter" configurations only, 
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ACCESS NOMINAL і 
OPENING OPENING SIZE X 
NUMBER ACCESS TO (INCHES) 4 
D 
Gent Aft Cabin Electrical Panel 1 x 20 
6600 Aft Cabin Electrical Panel 11 x 12 
668 Oxygen Gage 10 x 10 
669 Forward Passenger Entrance Door Snubber 4 Dia 
6700 Forword Cargo Compartment Light Switch 5x7 
670€ Aft Cargo Compartment Light Switch Set 4 
вла Fuselage Structure (Access for moisture ond 8x8 
corrosion inspection) 
6718 Fuselage Structure (Access for moisture and 8x8 
corrosion inspection) “ 
6723 Forward Service Entrance Door Torque Tube 31/2 х4 
6728 Aft Service Entronce Door Torque Tube захо 
өтс Aft Passenger Entrance Door Torque Tube зуха 
673A Rudder Pedal Mechanism, Cables 26 x 27 
6738 Rudder Pedal Hechsnisn, Cables 26 x 27 D 
674A Wave Guide, Pipes, Conditioned Air Duct 5x17 
6748 Cables 3x7 
6780 Cables, Mach Trim Actuator 8x10 
6740 Cables 6 x 15 
675A Conditioned Air Duct 7x17 
6758 Cables, Pipes ах 10 + 
6750 Cables 8х 10 
6150 Cables 6х 15 [i 
є 
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NOTE: SYMBOLS SHOW HOW 
00085 ARE OPENED 


BAND. 

ико TOOLS REQUIRED 

SCREWS OR BOLTS 

110015 REQUIRED: 

дшск.орнанд 

110615 REQUIRED) 
HA2-1858 
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DOOR NO. 610 0008 ко. 685 0008 ко. 609 
& 4 HAS 287-832-8P А 4 NAS 387-832-8P 
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0008 NO. 609 
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DOOR NO. 608 
А 8 MAS 387-832-8P. 
Ф 4 48 526-832 R7 
W ХАН 526-832 R6 
* 4 AN 526-832 85 
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Ф 4 AS 387-832-6 
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view © 
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© аа НАЗЗЭЭСРАА-5 
БА 5 нА5333СРА5 


Sep 1/82 


MAINTENANCE MANUAL 


АААА ААА 


DOOR NO. 673A, 6138. 


А 10 AN509-1087 
e 22“AN509-8R12 


` vm B 
DOOR NO, 684 
№2 NAS334CPA0 
Ф 9 МА5333СРА7-5 
Й 5 НАЅ333СРАС-5 
ЖЭ HAS333CPA4 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 
ACCESS NDHINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
6768 Cables 9x21 
6768 Aileron Виз, Cables, Pipes 15 x 20 
6762 Alleron Bus, Cables 19 x 25 
6760 Aileron Bus, Cables 12 x 20 
676E Pipes 11/2х 6 
enr Pipes, Wave Guide, Conditioned Air Duct 25x 32 
6n Pipes, Wave Guide, Cables, Wiring 10 х 85 
678 Pipes, Cables, Wiring 18 x 22 
6794 Yaw and Pitch Accelerometers 15 x 18 
(Located in cargo compartment ceiling) 
80 Pipes, Wave Guide, Cobles, Conditioned Air Duct 30 x 55 
681 Pipes, Wave Guide, Cables, Conditioned Air Duct 7х 45 
682A Cables, Wiring 19 x 21 
6828 Nose Gear Viewer 21/2х3 
683 Wiring, Conditioned Air Duct 24 x 60 
604 Wiring 14 x 22 
685 Wiring 5x8 
686 Pitch Trim Actuator ахи 
693A Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 
6938 Pneumatic Air Ducts, Overheat Detector Sensing 5 1⁄2 Dia 
Element 
693C Pneumatic Air Ducts, Gverheat Detector Sensing 5 1/2 Dia 
Element 
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ACCESS NOMINAL 
OPENING OPENING SIZE 
NUSBER ACCESS 10 (INCHES) 
4950 Pneumatic Air Ducts, Gvarheat Detector Sensing 5 1⁄2 Dia 
Element 
6948 Pneumatic Air Ducts, Overheat Detector Sensing 5 1⁄2 Dia 
Element 
6948 Pnoumatic Air Ducts, Overhaat Detector Sensing 5 1/2 Dia 
Element. 
взає Pneumatic Air Ducts, Üverheat Detector Sensing 5 1/2 Dia 
Element 
6940 Pneumatic Air Duets, Overheat Detector Sensing 5 1⁄2 Dia 
Element 
695 Drain Hast. 9x9 
696 Heat Exchanger and Ducting (1) 18 x га 
697 Heat Exchanger end Ducting (А) 18 x 24 
698A Outside Air Temperature Probe 5 1/2 Die t 
(Located in cargo compartment floor) 5 
6988 Outside Air Temperature Probe 5 1/2 Dia 
(Located in cargo compartment floor) 
699A Forward Cargo Compartment Door Warning Switch 5x7 - 
6998 Aft Cargo Compartment Door Worning Switch 5х7 
D 
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FUSELAGE INTERIOR ACCESS DOORS - MAINTENANCE PRACTICES 


J. General 


А. 


8. 


Fuselage interior atcess doors are numbered 600 to 699. Doors providing 
access to non-maintenance type items or doors clearly labeled by stencil- 
ing or decals аге not numbered. For exemple, doors affording access to 
life rafts are not numbered because they are plainly marked and 
identified. 


Access dcors to the same items or general aroup of items may have the 
same number, but with a letter designation added for further identifi- 
cation. 


ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
601 Ducts 17 x 25 
6024 Air Conditionino System 20 х 27 
6028 Air Conditioning System 20 x 27 
603 Freon Condenser 6x11 
604 Freon Condenser 7x11 
605 mirina wx 16 
606 Wiring 13 x 20 
607 mirina 19 x 13 
608 Mirino 8x22 
eno Pilots' Control Pedestal 38 x 17 
610 Wiring 8 x 16 
611 Hiring 12 x 20 
612 Wiring 21 x 58 
6134 Radio/Electronic Equipment 2x25 
DU Redio/Electronic Equipment 10 x 25 
DU Radio/Electronic Equipment 10 x 25 
6-11-4 
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ACCESS NOMINAL 
OPENING OPENING SIZE 
NUNDER ACCESS TO (INCHES) 
бис Sadio/Elcctronie Equiprent 10 x 25 D 
6140 Radio/Electronic Equipment 30 x 25 
614E Radio/Electronic Equipment 10 x 25 
eier fadio/Electronie Equipment 10 x 25 
6146 Redio/£lectronic Equipment 10 x 25 
база Radio/Electronic Equiprent 2x 44 
баба Radio/Electronic Equipment 20 x 12 
вт Radio/Electronic Equipment 30 x 19 
6178 Radio/Electronie Equipment 10 х 19 3 
6170 Radio/Electronic Equipment 10 x 19 
6170 Radio/Electronic Equlprent 10 x 19 
eur Radio/Electronic Equiprent 10 x 19 ~ 
618 Wiring 9 x 16 
619 Hiring 8x16 
620 Wiring 8 x 14 
621 Wiring 13 x 20 
622 ` Wiring 12 x 20 
623 Electricel Power Center Forward Equipment Panel 14 x 22 
624 Electrical Power Center Forwatd Center Equipment 21 x 25 
Panel . 
625 Electrical Power Center Aft Center Equipment Panel 16 x 31 
626 Electrical Power Center Aft Equipment Panel 15 х 33 
627 Electricel Power Center Upper Equipment Panel 30 х 55 
628 Wiring 9 x 20 И 
6-11-6 
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ACCESS NOHINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
629 Radio Rack 8х 21 
630 Electrical Power Center Equipment 8x20 
831 Radio Rack 40 x 43 
632 Radio Rack 32 x 40 
633 Electrical Power Center Equipment 39 x 49 
634 Electrical Power Center Equipment 17 х 60 
635 Electrical Power Center Equipment 29 x 38 
636 Air-Conditioning Compartment from Forward Cargo 30 х 34 
Compartment 

#6378 Emergency Battery 4 1⁄2 x 12 
16378 Emergency Battery 4 1/2 x 12 
Kg Emergency Battery 4 1/2 x 12 
*6370 Emergency Battery 4 1⁄2 x 12 
*631E Emergency Battery 4 1⁄2 x 12 
6598 Attendant's Call Button 3x7 
[21 Hydraulic Control Panel 5 x 10 
222 Washatand Piping 18 x 24 
6428 Washstand Piping 18 x 24 
бөле Washatend Piping 18 x 24 
6420 Washstand Piping 18 x 24 
643 Сагда Door Hold-open Fitting аха 
644 Fillet 8 1/2 x 13 


*Not installed on airplane 46013. 
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ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO ИНСНЕ5) 
645 Presaurization Outleta end Haste Water Service 30 x 26 
(Access from АГЬ Cargo Compartment} 
баба. Cargo Restraining Not Attach 10 x 51 
6468 Cargo Restraining Not Attach 7x 10 
авс Cargo Restreining Net Attach 10 x 51 
6460 Cargo Restraining Net Attach 7х 14 
GAGE Cargo Restraining Net Attach Tx 14 
657A Oxygen Cylindere 37 x 58 
659A Pressure Water System Drain Valve 8 1/2 Dia 
6498 Pressure Water System Drain Valve 8 1/2 Dia 
651A First Aid Oxygen Cylinders; Flight Recorder 20 x 32 
658A Cargo Restraining Net Attach 3x6 
6588 Cargo Restraining Net Attach 9x 20 
659A Forward Passenger Entrance Door Warning Switch 2x4 
6598 Forward Service Entrance Door Warning Switch 4x4 
659C Aft Service Entrance Door Warning Switch 3x4 
6590 Aft Passenger Entrance Door Warning Switeh 3x4 
660A Forward Cabin Electrical Panel H x 20 
6608 Forward Cabin Electrical Panel 11 x 12 
Сон Aft Cabin Electrical Panel ух 20 
6600 Aft Cabin Electrical Panel 11x 12 
668 Oxygen Gage 10 x 10 
669 forward Passenger Entrence Door Snubber а Dia 
вто Forward Cargo Compartment Light Switch 5x7 
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HOTE: SYMBOLS SHOW HOW 
DOORS ARE OPENED 


НАНО 

ANO TOOLS REQUIRED: 

SCREWS OR BOLTS 

(10015 REQUIRED 

QUiCKOPENNG 

110615 REQUIRED 
RA2-1858 
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A АЗАА A 
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№ 2 AN 525-832 RO M LAN 526-832 R6. 
Ж 3AN 526-822 85 view А Ж A AN 526-832 R5 


vaw С 


0008 но, 509 
ЗА 8 NAS 387-832-10 


0008 ND. 809 
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A 9 NAS333CPA7-5 
44 NAS3330PAS-5 
Б 6 НА5333СРА5 


АААА ААА 


view А 
0008 NO. 673A, 6138. 


А 10 AN509-1087 
Ф 22 AN509-8R12 


мим В 
DOOR NO, 694 
№2 нА$334©РА10 
Ф 9 МА5332СРА?-5 
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K 5 НАЗЗЗЗСРАЯ 


наг-1459 
6-1-4 

CODE 55 Fuselage Interior Access Doors -- Attaching Hardware 

Page 208 Figure 203 (Sheet 2) Sep 1/82 


тя 


DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS NOMINAL 

OPENING OPENING SIZE 
NUMBER “ACCESS TO (INCHES) 
670E Aft Cargo Compartment Light Switch 5x7 
672A Forward Service Entrance Door Torque Тізе 3 2x4 
6728 Aft Service Entrance Door Torque Tube 3 Меха 
enc Aft Passenger Entrance Daor Torque Tube 21/2 х4 
673A Rudder Pedal Mechanism, Cables 26 х 47 
6738 Rudder Pedal Mechanism, Cables 26 x 27 
DCH Wave Guide, Pipes, Conditioned Air Duct 5x17 
6748 Cables 3x7 
6746 Cables, Mech Trim Actuator 8 x 10 
6740 Cables 6x15 
615A Conditioned Air Duct TM 
6758 Cables, Pipes 4x10 
6750 Cables 8 x 10 
6150 Cables 6x15 
676A Cables 9x 21 
6768 Aileron Bus, Cables, Pipes 13 х 20 
223 Aileron Bus, Cables 19 x 23 
6760 Aileron Bus, Cables 12 x 20 
61 Рірев 13/2х 6 
6767 Pipes, Wave Guide, Conditioned Air Duct 25 х 32 
677 Pipes, Wave Guide, Cables Wiring 10 x 85 
618 Pipes, Cables, Wiring 18 x 22 
679A Yaw and Pitch Accelerometers 15 x 18 

(located in cargo compertment ceiling) 

6-1-4 

Ч CODE 55 

Sep 1/82 Page 209 


DOUGIAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
680 Pipes, Wave Guide, Cables, Conditioned Air Duct 10 х 75 
681 Pipes, Wave Guide, Cables, Canditioned Air Duct 7x 45 
682A Cables, Wiring 19х21 
6828 Nose Gear Viewer 2 12 хз 
583 Wiring, Conditioned Air Duct 24 x 60 
ваа Wiring 14 x 22 
685 Wiring 5x8 
606 Pitch Trin Aetuator ахі 
*692 Accessory Compartment (from cargo compartment) 38 x 20 
6934 Pneumatic Air Ducts, Overheat Detector Sensing Element 5 1/2 Dia 
6938 Pneumatic Air Ducts, Overheat Detector Sensing Element 5 1/2 Dia 
6930 Pneumatic Air Ducts, Overheat Detector Sensing Element 5 1/2 Dia 
6930 Pneumatic Air Ducts, Sverheat Detector Sensing Element 5 1/2 Dia 
695A Pneumatic Air Ducts, Overhest Detector Sensing Element 5 1/2 Dia 
6948 Pneumatic Air Ducts, Overheat Detector Sensing Element 5 1/2 Dia 
69А Pneumatic Air Ducts, Overheat Detector Sensing Element 9 1/2 Dia 
694D Pneumatic Air Ducts, Gverheat Detector Sensing Element 5 1/2 Dia 
695 Drain Mast 9x9 
696 Heat Exchanger and Cucting (L) 18 x 24 
697 Heat Exchanger and Ducting (R) 18 x 24 


*Installed on airplanes OH-LFR and OH-LFS Only. 
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ACCESS 


NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 INCHES) 
6988 Gutside Air Temperature Probe (Located in cargo 5 1/2 Dia 
compartment. floor) 
6908 Outside Air Temperature Probe (Located in cargo 5 1/2 Dia 
compartment floor) 
6994 Forward Cargo Compartment Door Warning Switch 5х7 
6998 Aft Cargo Compartment Door Werning Switch 5x7 
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ACCESS $ NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
завіз Radio/Electronic Equipment 2x25 
хаа Radio Rack 24 x 30 
614A Redio/Electronic Equipment 10 x 25 
6148 Radio/Electronie Equipment ` 10 x 25 
аас Radio/Electronic Equipment 10 x 25 
6140 Radio/Electronic Equipment . 10 x 25 
614E Radto/Electronic Equipment 10 x 25 
6147 Radic/Electronic Equipment 10 x 25 
6146 fadio/Electronic Equipment 10 x 25 
615A Radio/Electronic Equipment 2x44 
616A ` Radio/Electronic £quipment 20 x 17 
617A Radio/Electronic Equipment 10 x 19 
6178 Radio/Electronic Equipment 30 x 19 
вс Radio/Electronic Equipment 10х19 
DUI Radio/Electronic Equipment 10 x 19 
617E Radio/Electronic Equipment 10 x 19 
618 Wiring 9х 16 
619 Wiring 8 x 16 
620 Wiring вх 14 
621 Wiring 13 x 20 
622 Wiring 13 x 20 
625 Electrical Power Center Forward Equipment Panel la x 22 


"Installed on airplanes 801-822 only. 
"Installed ga airplane 860 and subsequent. 
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ACCESS. NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS ТО (INCHES) 
ва Electrical Power Center Forward Center 21 х 25 
Equipment Panel 
625 Electrical Power Center Aft Center Equipment 16 x 31 
Panel 
626 Electrical Power Center Aft Equipment Panel 25 х 33 
627 Electrical Power Center Upper Equipsent Panel 30 x 35 
628 Wiring 9 x 20 
629 Radio Rack ax 21 
630 Electrical Power Center Equipment 8x20 
631 Radio Rack 40 x 43 
632 Radio Rack 32 x 40 
635 Electrical Power Center Equipment 39 x 49 
634 Electrical Power Center Equipment 17 x 60 
635 Electrical Power Center Equipment 29 х 38 
636 Air-Conditioning Compartment from Forward Cargo 30 x 34 
Compartment 
NI? Emergency Battery 8 1/2 x 12 
6378 Emergency Battery 8 1/2 x 12 
өтс Emergency Battery 8 1⁄2 x 12 
6370 Emergency Battery 8 1/2 x 12 
6E Emergency Battery 8 1/2 x 12 
6398 Atkendent's Call Button 3x7 
байл Forward Potable Water Tenks 26 x 80 
6400 Aft Potable Water Tanks 21 x 78 


*Installed on airplane СЕ-Т10 and subsequent. 
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MAINTENANCE 

ACCESS KOMINAL 

OPENING OPENING SIZE 

NUMBER ACCESS TO (INCHES) 
oam Galley Hater Shutoff Valve 6x6 
640E Potable Water Fill and Overflow Valves 6x6 
байр Patable Water Fill and Drain Valve 4x7 
om Water Level Gauge 4x8 
642A Washstend Piping 18 x 24 
6428 Washstand Piping 38 x 24 
6420 Mashstend Piping 18 x 24 
644 Fillet 8 1⁄2 x 13 
645 Pressurization Outlets and Waste Water Service 30 x 26 

(Access from Aft Cargo Cospartment) 

zong Forward Waste Hater Orain Valve 4x6 
*645С Aft Waste Water Drain Valve 4x6 
647A Oxygen Cylinders 37 х 54 
651A Water Piping; First Aid Oxygen Cylinders 32 x 34 
652 Water Piping 32 x 42 
653 Water Piping 34 x 46 
654 Water Piping 32 x 42 
655 Water Piping 30 x 32 
6598. Forward Passenger Entrance Door Werning Switch 2x6 
6598 Forward Service Entrance Door Warning Switch аха 
659C Aft Service Entrance Door Warning Switch 3x4 
6590 Aft Passenger Entrance Door Warning Switch 3x3 
6608 Forward Cabin Electrical Panel 11 x 20 


*Installed on airplanes CF-TIP and subsequent. 
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ACCESS. NOHINAL 
OPENING OPENING SIZE 5 
NUMBER ACCESS 10 (INCHES) L 
6608 Forward Cebin Electrical Pane) 11х12 
660с Aft Cobin Electrical Pane) 11 x 20 
60D. Aft Cabin Electrical Penel 11 x 12 
668 Oxygen Gage 30 x 10 
669 Forward Passenger Entrance Door Snubber 4 Dia 
6700 ^ Forward Cargo Compartment Light Switch 5х7 
6706 Aft Cargo Compartment Light Switch 5x7 
220 Fuselase Structure (Access for moisture and 8x8 А 
corrosion inspection) 
6718 Fuselage Structure (Access for moisture ond exe Е 
соггазіоп inspection) z 
6723 Forward Service Entrance Door Torque Tube 212 х4 
6728 Aft Service Entrance Door Torque Tube 21/2 ха 
өле Aft Passenger Entrance Door Torque Tube 31/2 x4 5 
613A Rudder Pedal Mechanism, Cables 26 x 27 
6738 Rudder Pedal Mechanism, Cables 26 х 27 
678A Wave Guide, Pipes, Conditioned Air Duct хп A 
втв Cables 3x7 5 
стає Cables, Mach Trim Actuator 8 x 10 5 
6740 Cables 6x15 1 
6758 Conditioned Air Duct 7x Y 
6758 Cobles, Pipes ах 10 
emt Cables 8x10 š 
6750 Cables, 6 x 15 
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NOTE SYRBOLS SHOW HOW 
7 DOORS ARE OPENED 


HAND 
НО TOOLS REQUIRED: 


SCREWS OR SOLES 
TOOLS REQUIRED” 


QUICI-OPENING. 
«TOOLS REQUIRED: 
HA2-1858 
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ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
616^ Cables | 9х 21 
6768 Aleron Bus, Cables, Pipes 13 x 20 
6760 Aileron Bus, Cables 19 x 25 
6760 Aileron Bus, Cables 12 х 20 
676E Pipes 11⁄2x 6 
616r Pipes, Wave Guide, Conditioned Air Duct 25x 32 
677 Pipes, Wave Guide, Cables, Wiring 10 x 85 
67а Pipes, Cables, Kirina И 18 х 22 
_ СТА Forward Yaw and Pitch Accelerometers 15 x 18 
680 Pipes, Mave Guide, Cables, Conditioned Air Duct 10 x 75 
681 Pipes, Wave Guide, Cebles, Conditioned Air Duct 7х 45 
6824 Cables, Wiring 19 x 21 
вая Nose Gear Viewer 2 1/2 x 3 
683 Wiring, Conditioned Air Duct 24 x 60 
688 Wiring 14 x 22 
685 Wiring 5х8 
686 Pitch Trim Actuator ахи 
#692 Accessory Compartment (from cargo compartment) 18 x 20 
695A Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 
693R Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 біз 
Element 
693E Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 


*Installed on airplane CF-TIK only. 
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ACCESS NOHINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
6930 Pneumatic Air Ducts, Overheat Detector Sensing $ 1/2 Dia 
Element 
694A Pneumatic Air Ducts, üverheat Dotector Sensing 5 1/2 Dia 
Element 
6948 Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 
229 Pneumatic Air Ducts, Overhest Detector Sensing 5 1/2 Die 
Element 
6940 Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Ola 
Element 
695 Drain Hast 9x9 
696 Neat Exchanger and Ducting (L) 18 x 26 
697 + Hest Exchanger and Ducting (R) 18 x 24 
690A Cutside Air Temperature Probe (Located in cargo 5 1/2 Dia 
conpartnent floor) 
6988 Outside Air Temperature Probe (Located in cerga 5 1/2 Dia 
compartment floor) 
699A Forward Cargo Compartment Door Warning Switch 5x7 
6998 Aft Cargo Compartment Door Herning Switch 5x7 
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FUSELAGE INTERIOR ACCESS 00085 - MAINTENANCE PRACTICES 


1. Generel 


А. Fuselage interior eccess doors are nurbered 600 to 699, Doors pravidina 
access to non-maintenence type items or doors clearly labeled by stencil- 
ing or decals ere not numbered. For excaple, доста affording access Ко 
life rafts аге not numbered because they are plainly marked end 
identified. 


B. Access doors to the same items or general group of items may have the 
зале number, but with а letter designation added for further identifi- 


cation. 
access NOMINAL 
ПРЕМІКС OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
601 ducts 37 х 25 
602A Air Conditioning System 20 x 27 
6028 Air Conditioning System 20 x 27 
603 Freon Condenser вки 
в. ` Freon Condenser 7x1 
605 Wiring 14 x 16 
406 Wiring 13 x 20 
607 Wiring 19 x 15 
608 wiring 9x22 
609 Pilots' Control Pedestal 18 x 17 
610 Wiring 8х 16 
611 Wiring 12 x 20 
612 Wirina 21 x 58 
615 Radio Rack 5x15 
614 Radio Rack 28 x 30 
615 Radio Rack 24 x 41 
6-11-4 
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ACCESS NOMINAL 
OPENING OPENING SIZE 
NUNBER ACCESS TO (INCHES) 
616 Radio Rack 10 x 30 
өл Radio Rack 18 x 41 
618 Miring 8x16 
20 Wiring 8х 16 
620 Wiring 8x14 
En Wiring 13 x 20 
622 Wiring 13 x 20 
623 Electrical Power Center Forward Equipment Penel 14 x 22 
624 Electrical Power Center Forward Center Equipment 21х25 
Panel 
625 Electrical Power Center Aft Center Equipment Panel +6 x 31 
626 Electrical Power Center АГЬ Equipment Panel 15 х 33 
627 Electrical Power Center Upper Equipment: Panel 30 x 33 
628 Wiring 9х 20 
629 Radio Rack 8x21 
630 Electrical Power Center Equipment 8 x 20 
631 Radio Rack 40 x 45 
632 Radio Beck 32 x 40 
633 Electrical Power Center Equipment 39 x49 
6% Electrical Power Center Equipment 17 x 60 
635 Electrical Power Center Equipment 29 х 38 
636 Air-Conditioning Compartment from Forward Cargo 30 х 34 
Compartment 
*637А Emergency Battery 4 1/2 x 12 
"Installed on airplane N911CL. 
6-1-4 
CODE 57 


Ѕер 1/82 


DOUGIAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS NOHINAL 
OPENING OPENING SIZE 
NUHBER ACCESS TO (INCHES) 
#6338 Emergency Bettery 4 1⁄2 x 12 
яз Energency Battery 44/2 x 12 
*6310 Energancy Battery а 1⁄2 x 12 
NZ? Emergency Battery 4 1/2 x 12 
6398 Attendent's Call Button 3x1 
6408 Aft Potable Water Tanks 21 х 78 
640E Potable Water Fill and Overflow Valves 6x6 
б Potable Water Fill and Drain Valve 5x7 
oam Water Level Gauge 4x8 
6403 Potable Water Re-route Valve 5x5 
вар hydraulic Control Panel 5x10 
642A Washstand Piping 18 x 24 
6428 Weshstand Piping 18 x 24 
223 Washstend Piping 18 х 24 
665 Cargo Door Hold-open Fitting 4x8 
ваа Fillet 8 1⁄2 x 13 
645 Pressurization Dutlets and Waste Hater Service 30 x 26 
(Access from Aft Cargo Compartaent) 
645A Forward Waste Water Drain Valve 4x6 
645€ Aft Waste Water Drain Valve 4x6 
баба Cargo Restreining Net Attach 10х51 
Mu Cargo Restraining Net Attach 7x10 
*вавс Cargo Restraining Net Attach 10 x 51 
6460 Cargo Restraining Net Attach 7 x la 


*Installed on airplane N9LICL. 
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ACCESS. NDUINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
э Сагоро Restraining Net Attech 10 x 58 
647A Oxygen Cylinders 37 x 54 
*6470 Crew Spare Oxygen Stowage 17 x 40 
*647E Crew Spare Oxygen Stowage 17 x 40 
6494 Forward Potable Hater System Drain Valve 5x7 
6514 First Aid Oxygen Cylinders; Fight Recorder 20 x 32 
6518 Oxygen Cylinders and Flight Recorder (Emergency 12 x 27 
access through eft lavatory when cargo із sboard.) 
652 Water Piping 32 x 42 
655 Water Piping 34 x 46 
654 Water Piping 32 x 42 
655 Piping 30 x 32 
658A Cargo Restraining Net Attach 3x6 
6588 Cargo Restraining Net Attach эх 20 
659A Forward Passenger Entrance Door Warning Switch 2x4 
6598 Forward Service Entrance Door Warning Switch аха 
659C Aft Service Entrance Door Warning Switch 3x4 
6590 aft Passenger Entrance Door Warning Switch эхэ 
660A Forward Cabin Electrical Panel 11 x 20 
6608 Forward Cabin Electrical Panel 11 x 12 
eent Aft Cabin Electrical Panel al x 20 
6600 Aft Cabin Electrical Panel 1i x 12 


*Installed on airplane N911CL. 
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ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
668 Oxygen Gage 30 x 10 
669 Forward Passenger Eatrance Door Snubber A біз 
6700 Forward Сагао Compartment Light Switch 5x7 
өш Aft Cardo Compartment Light Switch 5x7 
672^ Forward Service Entrence Daor Torque Tube 53M2x4 
6728 Aft Service Entrance Daor Torque Төзе 51/2 х4 
6720 Aft Passenger Entrance Door Torque Tube з1\/2х& 
673A Rudder Pedal Mechanism, Cables 26 x 27 
6738 Rudder Pedal Mechanism, Cables 26 x 27 
674A Wave Guide, Pipes, Conditioned Air Duct Seu 
6748 Cables 3x7 
втас Cables, Mech Trim Actuator 8x10 
6780 Cebles 6x15 
615A. Conditioned Air Duct 7x17 
6758 Cables, Pipes ax 10 
ях Cables 8 x 10 
675D Cables 6x15 
676^ Cables 9x21 
6768 Ailecan Bus, Cables, Pipes 13 x 20 
676C Aileron Bus, Cables 19 x 23 
6760 Aileron Rus, Cables 12 x 20 
676€ Pipes 13/2х6 
676Е Pipes, Wave Guide, Conditioned Air Duct 25 x 32 
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ACCESS NOMINAL 

OPENING OPENING SIZE 

NUMBER ACCESS TO (INCHES) 

877 Pipca, Wave Guide, Cables, Wiring 30 x 85 

ев Pipes, Cables, Wiring 18 x 22 

em № Access 

619A Yaw and Pitch Accelerometers 15х18 

680 Pipes, Have Guide, Cables, Conditioned Air Duct 10 х 75 

681 Pipes, Wave Guide, Cables, Conditioned Air Duct 7K 45 

682A Cables, Wiring 19 x 21 

6828 Nose Geer Viewer DER 

683 Wiring, Conditioned Air Duct 24 x 60 

684A Wiring Ја х 22 

685 Wiring 5x8 

606 Pitch Trim Actuator ахы 

692 Accessory Compartment 18 x 20 

693A Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element: 

6938 Pneumatic Air Ducts, Overhest Detector Sensing 51/2 Dia 
Element 

6930 Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Die 
Element 

6930 Pneumatic Air Ducts, Overheat Detector Sensing 5 1⁄2 біо 
Element 

6944 Pneumatic Air диска, Üverheat Detector Sensing 5 1/2 Die 
Element 

6948 Pneumatic Air Ducts, Üverheat Detector Sensing 5 1/2 Dia 
Element 

боде Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element. + 

Sitt 
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ACCESS. У NEAINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
6940 Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 
695 Drain Mast 9х9 
696 Heat Exchanger and Ducting (L) 38 х 
691 Heat Exchanger and Ducting (8) 18 x 24 
699A Outside Air Temperature Probe 5 1/2 01a 
(Located in cargo compartment Floor) 
4988 Outside Air Temperature Probe 5 1/2 Dis 
(Lacated in cargo compartment floor) 
699A Forward Cargo Compartment Daor Warning Switch 5x7 
6998 Aft Cargo Compartment Door Warning Switch 5x7 
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FUSELAGE INTERIOR ACCESS 00085 ~ MAINTENANCE PRACTICES 


1. General 


A. Fuselage interior access doors are nushered 600 to 699, Doors providing 
access to nan-maintenence type items or doors clearly labeled by stencil- 
ina or decnls ere not numbered. For exemple, doors effording access to 
life rafts are not numbered because they ore plainly marked and 
identified. 


« Access daors to the same items or general oroup of items may have the зале 
number, but with a letter designation added for further identification. 


ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
вт. Ducts 17 х 25 
6024 Аг Conditioning System 2 20 х 27 
«0an Air Conditioning System 20х27 
603 Frean Condenser éxn 
в” Freon Condenser ?хы 
605 - Wieing 14 x 16 
606 Wiring 13 х 20 
607 Wiring 19 x 13 
608 Wiring А 8 х 22 
609 Pilots' Control Pedestal 18 x 17 
610 Wiring Вх 16 
ви Wiring 12 x 20 
612 Wiring 21 х 58 
613 Radio Rack 5х 15 
ва Radio Rock 24 x 30 
615 Radio Rack 24 x 41 
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ACCESS NOMINAL 

OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
616 Radio Rack 18 x 30 
617 Radio Rack у 18 x 41 
618 Wiring Bx 16 
619 Wiring 8 x 16 
620 Wiring Bx 4 
621 Wiring 13 x 20 
622 Wiring 13 x 20 
625 Electrical Power Center Forward Equipment Panel 14 x 22 
En Electricol Power Center Forward Center Equipment 21 x 25 

Panel 
625 Electrical Power Center Aft Center Equipment Panel 16 « 31 
626 Electrical Power Center Aft Equipment Panel 15 x 33 
627 Electrical Power Center Upper Equipment Panel 30 x 55 
628 Hiring 9x 20 
629 Radio Rack 8 x 21 
630 Electrical Power Center Equipment 8 x 20 
631 Radio Rack 40 x 45 
632 Radio Rack 32 x 40 
635 Electrical Power Center Equipment 39 x 49 
634 Electrical Power Center Equipment 17 х 60 
655 Electrical Power Center Equipment | 29 x 38 
636 Air-Conditioning Compartment from Forward Cargo 30 x 34 
Conpartment 

637A Emergency Ssttery қ 82/2 x 12 
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ACCESS өлгелі. 
OPENING OPENING SIZE 
NUMBER ACCESS TO CISCHES) 
#6278 Emergency Battery 4 3/2 x 12 
*6NIC Emergency Better 4 M2 x 12 
"6370 fmeraency Battery 4 1/2 x 12 
MH Attendant's Call Button 3x7 
"6008 Aft Potable Water Tanks 21 х 78 
яваар Potable Water Fill and Overflow Valves 6x6 
WË Potable Water Fill and Drain Valve 5х7 
MIT Water Level Gauge 4x6 
#6009 Potable Water Re-raute Valve (Located in 6x6 
forward coatroom ceiling) 
ва Hydraulic Control Pene) 5x 10 
EH Washstand Piping 18 x 24 
#6028 Weshstand Piping 18 x 24 
2223 Washstand Piping 18 x 24 
вау Cargo Door Hold-open Fitting 4x8 
өз Fillet 8 1/2 x 13 
645 Pressurization Outlets and Waste Water Service 30 x 26 
(Access from Aft Cargo Compartment) 
MH Forward Waste Water Drain Valve 4x6 
Lr Aft Waste Water Drain Valve 4x6 
646A Сагао Restraining Net Attach 10 х 51 
баба Cargo Restraining Net Attach 7х 10 


*Installed on airplane N791FT and subsequent. 
**Installed on "convertible freighter" configuration only. 
***Installed on airplane N794FT and subs. 
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ACCESS NOBINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
вс Свгдо Restraining Net.Attoch 10 x 51 
6460 Carga Restraining Not Attach 7х 14 
ГЭ Cargo Restraining Net Attach 10 x 58 
HIN Oxygen Cylinders 37 x 54 
22223 Oxygen Cylinders 28 x 32 
HU Crew Spare Oxygen Stowage 17 x 40 
жебе Crew Spore Oxygen Stowage 17 x 40 
649A Forward Potable Water System Drain Valve 5x7 
эвээ Water Piping 21 x 41 
1651А First Aid Oxygen cylinders; Flight Recorder 20 x 32 
1652 Water Piping 32 x 42 
#7653 Water Piping 34 x 46 
юва Water Piping 32 х 42 
6583. Carga Restraining Net Attach 9x 12 
6588 Cargo Restraining Net Attach 9х 12 
659А Forward Passenger Entrance Door Warning Switch 2x4 
6598 Forwerd Service Entrance Door Warning Switch аха 
вс Aft Service Entrance Door Warning Switch 3x4 
6590 Aft Passenger Entrance Door Warning Switch 3x3 
660A Forward Cabin Electrical Panel 11х20 
6608 Forward Cobin Electrical Panel ll x 2 


**Installed on "convertible freighter" configuration only. 
*"*Installed on airplane N83FT and subsequent. 
installed on airplanes N791FT-N796FT. 
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ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
MT? Aft Cabin Electrical Panel 1) x 20 
#16600 Aft Cabin Electrical Panel 11 x 12 
669 Forward Passenger Entrance Door Snubber 4 Dia 
6700 Forward Cargo Compartment Light Switch 5x7 
670E Aft Cargo Compartment Light Switch 5х7 
ENA Forward Service Entrance Door Torque Tube 31/2 x4 
6728 Aft Service Entrance Door Torque Tube зугка 
enc Aft Passenger Entrance Daor Tarque Tube уха 
67 Rudder Pedel Mechanism, Cables 26 x 27 
6138 Rudder Pedal Hachanism, Cables 26 х 27 
614A Wave Guide, Pipes, Conditioned Air Duct 5x1 
6748 Cables 3x7 
өш Cobles, Mach Trim Actuator 9x10 
вто Cables 6х 15 
615A Conditioned Air Duct 7x17 
6758 Cobles, Pipes 4x10 
675C Cables 8x10 
6750 Cables 6x15 
676^ Cables 9х 21 
6768 Aileron Bus, Cables, Pipea 13 x 20 
676C Aileron Bos, Cables 19 x 23 
6760 Aileron Bus, Cables 12 x 20 


**Installed on "convertible freighter" configuretion only. 
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ACCESS NOHINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 CINCHES) 
676E Pipes 11/2 кб 
676F Pipas, Wave Guide, Conditioned Air Duct 25 x 32 
6n Pipes, Wave Guide, Cables, Wiring 10 х 85 
678 Pipes, Cables, Wiring 18 x 22 
69 No Access 
679^ Yew end Pitch Accelerometers 15 x 18 
680 Pipes, Wave Guide, Cebles, Cunditioned Air Duet 10 х 75 
601 Pipes, Wave Guide, Cables, Conditioned Air Duct 7х 45 
602A Cables, Wiring 19 x 21 
6028: Nose Gear Viewer 21/2 x3 
695 Mirina, Conditioned Air Duct 24 x 60 
вва Wiring 14 x 22 
685 Wiring 5x8 
686 Pitch Trim Actuator ахиц 
“692 Accessory Compartment (through cargo 18 x 20 
compartment) 
693A Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Elements 
6938 Pneumatic Air Ducts, Dverhegt Detector Sensing 5 M? Dia 
Elements 
6930 Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Elements 
6930 Pneumatic Air Duets, Overheat Detector Sensing 5 1/2 Dia 


Elements 


*Instailed on airplanes N781FT-N788FT and N790F1-N795FT. 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS. 


NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
69А Preumatic Air Ducts, Gverheat Detector Sensing 5 1/2 Dis 
Elements 
6948 Pneumatic Air Duots, Üverheat Detector Sensing $ М2 Dia 
Elements 
69ac Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Elements 
698p. Pneumatie Air Oucts, Overheat Detector Sensing 5 1/2 біз 
Elements 
695 Drain Mast 9x9 
696 Meat Ехећаовет and Duet ino (L) 18 x 24 
697 Heat Exchanger and Ducting (Я) 18 х 26 
698A Üutside Air Temperature Prove 5 1/2 за 
(Located in cargo compartment floor) 
6988 futside hir Temperature Probe 5 1/2 Dia 
{Located in сагао compartment. floor) 
699A Forward Cargo Compartment Door Warning Switch 5x7 
6998 Aft Carao Compartment Door Warning Switch 5x7 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


FUSELAGE INTERIOR ACCESS 00085 ~ MAINTENANCE PRACTICES 


1, General 


salage interior access doors are numbered 600 to 699. Doors providing 
access to non-maintenence type items or doors clearly labeled by stencil- 
ina or decals are not numbered. For example, doors affording access to 
life rafts ere пої numbered because they are plainly marked and 

ident ified. 


8. Access doors to the same items or general group of items may have the sare 
umber, but with a letter desianet ion added for further identification. 


ACCESS NOHINAL 

OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
en Ducts 17 х 25 
602A Air Conditioning System 20 x 27 
5028 Air Conditioning System 20 x 27 
603 Freon Condenser 6xM 
в“ Freon Condenser 7x0 
605 mirina 14 x 16 
606 Wiring 13 x 20 
607 Wiring 19 x 13 
608 Wiring 8x 22 
609 Pieter Control Pedestal 18 x 17 
610 Wiring 8 x 16 
61} Wiring 12 x 20 
612 Hiring 21 x 58 
613A Radio/Electronic Equipment 2x25 
614A Redio/Electronic Equipment 10 x 25 
6148 Radio/Electronic Equipment 10 x 25 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
влас Rodio/Electronte Equíncant 10 x 25 
вир Rad1o/Eleetrantc Equipment 10 x 25 
614E Radio/E1actronte Equipment 10 x 25 
6 Radio/Electronic Equipment 10х25 
6146 à Radio/Eleckronic Equipment 10 x 25 
615A Radio/Electranic Equipment 2х 44 
616A Radio/Electronic Equipment 20 x 1 
ат Redio/tlectronic Equipment | 30 x 19 
6178 Redio/Electronie Equipment 10 x 19 
аж Redio/Electronic Equipment 10 x 19 
6170 Radio/Electronic Equiprent 10 x 19 
eut Radio/Electranic Equipment 10x 19 
618 21227 8x 16 
аз Wiring 8 x 16 
620 Wiring 8x 14 
621 Wiring 13 х 20 
622 Wiring 13 x 20 
623 Electrical Power Center Forward Equipment Pane) 14 x 22 
624 некер Power Center Forward Center Equipment 21 х 25 

'ane 
625 Electrical Power Center Aft Center Equipment Panel 16 x 31 
626 Electrical Power Center Aft Equipment Panel 15 x 33 
627 Electrical Power Conter Upper Equipment Panel 30x 33 
628 Wiring . 9x20 
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MAINTENANCE MANUAL 


ACCESS NOHINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO INCHES) 
623 Padio Rack 8x21 
630 Electrical Power Center Equipment N 8x20 
631 Radio Rack 40 x 43 
632 Radio Rack 32 x 40 
633 Electrical Power Center Equipment 39 x 49 
634 Electrical Pawer Center Equipment: 17 х 60 
635 Electrical Power Center Equipment 29 x 38 
636 Air-Conditioning Compartment fron Forward Cargo 30 x 34 
Conpartcont 
REH Emergency Battery 4 1⁄2 x 12 
RECH Emergency Better 4Y2x 12 
"вус Emergency Battery 4 1⁄2 x 12 
во Emergency Battery 4 1⁄2 x 12 
*631E Emergency Battery 4 M2 x 12 
6398 Attendant "e Call Button 3x7 
6408 Aft Potable Weter Tanks 21x 78 
640E Potable Water Fill and Overflow Valves 6x6 
6A0 Potable Water Fill and Drain Valve 4х7 
байн Water Level Gauge 4x8 
6402 Potable Water Re-Route Valve (Located in 5x5 
forward coatraom ceiling) 
641 Hydraulic Control Panel 5x18 


*Not installed on airplane НАВБАТ, 
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ACCESS ` NDHINAL D 
GPENIKG OPENING SIZE 

NUMBER ACCESS 10 (INCHES) : 
682A Mashatend Piping 18 х 28 

6428 Kaahstand Piping 38 x 24 

6020 Washatend Piping 18х24 

643 Cargo Door Hold-Open Fitting ax8 

644 Fillet 8 1/2 x 13 : 
65 Pressurization Outlets and Waste Water Service 30 x 26 

(Accesa from АГЬ Cargo Compartmant) 

»6АЗА Forward Waste Water Drain Valve 4x6 Е 
мас Aft Wasto Water Drein Valve 4x6 

баба Cargo Restraining Net Attach 10 x 51 

6468 Cargo Restraining Net Attach 7x 10 

223 Cargo Restraining Net Attach 10 x 51 | 
6460 Cargo Restraining Net Attach 7x14 T 
646E Cargo Restraining Net Attach 10 x 58 Е 
647A Oxygen Cylinders 37 х 54 ' 
6470 Crew Spare Gxygen Stowage 17 х 40 

өле Crew Spare Oxygen Stowage 17 x 40 

боз Forward Potable Water System Drain Valve 6x7 

651A Flight Recorder, Oxygen Cylinders 20 x 32 2 
652 Water Piping 32 х 42 

653 Water Piping за x 46 x 
654 Water Piping 32 x a2 


*Installed on airplanes Ч@8651 and subs. 
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Access NOMINAL 
OPENING OPENING SIZE 
NUHGER ACCESS 10 INCHES) 
651 Combustor Air Starter Regulator (Door reached 3x6 
fron main geor wheel well) 

650A Cargo Restraining Not Attech 3x6 
6588 Cargo Restraining Net Attach 9x 20 
6594 Forward Passenger Entrance Door Herning Switch 2х4 
6598 Forward Service Entrance Door Warning Switch аха 
6590. Aft Service Entrance Door Horning Switch 3x4 
6590 Aft Passenger Entrance Door Warning Switch 3x3 
660A Forward Cebin Electrical Panel M x 20 
4600 Forward Cobin Electrical Panel 11 x 12 
660C Aft Cabin Electrical Panel 11 x 20 
6600 Aft Cabin Electrical Panel M x 12 
668 Oxygen Gage 10 x 10 
669 Forward Passenger Entrance Door Snubber 4 Dia 
6700 Forward Cargo Compartment Light Switch 5x7 
670E Aft Cargo Compartment Light Switch 5х7 
6728 Forward Service Entrance Door Torque Tube HOER 
6728 Aft Service Entrance Door Torque Tube 3MZ2x4 
вте Aft Passenger Entrence Door Torque Tube 31⁄2x 4 
em Rudder Pedal Mechanism, Cables 26 x 27 
6738 Rudder Pedal Hechanism, Cables 26 x 27 
674A Wave Guide, Pipes, Conditioned Air Durt 5x17 
6748 Cables 3x7 
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NOTE SYMBOLS SHOW HOW 
DOORS ARE OPENED 


HAND 

"НО TOOLS REQUIRED 

SCREWS OR BOLTS 

TOOLS REQUIRED: 

QUICK OPENING, 

170015 REQUIRED: 
HA2-1854 
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0008 NO, 610 0008 ко, 685. 0008 НО. 609 DOOR KO, 608. 
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E 2 AN 526-832 R6 ТАМ 526-832 R6 
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U 
view В мим C 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS NOHINAL 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
вис Cables, Hach Trim Actuator 8x 10 
6760 Cables 6x 15 
675A Conditioned Air Duct US 
6758 Cables, Pipes 4х 10 
«5с Cables 8x10 
6750 Cables вх 15 
616^ Cobles 9х 21 
6768 Aileron Bus, Cables, Pipes 33 x 20 
вс Aileron Bus, Cables 19 х 23 
6760 Mleron Bus, Cables 12 x 20 
676Е Pipes 11/2х 6 
676 Pipes, Wave Guide, Conditioned Air Duct 25 x 32 
677 Pipes, Wave Guide, Cables, Wiring 10 х 85 
678 Pipes, Cobles, Wiring 18 x 22 
679 Ho Accesa 

680 Pipes, Wave Guide, Cables, Conditioned Air Duct 10 x 75 
eat Pipes, Wave Guide, Cables, Conditioned Air Duct 7х 45 
682A Cables, Wiring 19 x 21 
6828 Noae Gear Viewer 212x5 
683 Wiring, Conditioned Air Duct 24 x 60 
вва Wiring 14 x 22 
685 Wiring 5х8 
686 Pitch Trim Actuator хи 
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ACCESS NOHXNAL 
OPENING OPENING SIZE 
NUMRER ACCESS 10 (INCHES) 
4692 Accessory Compartment (from cargo compartment) 18 x 20 
695 Orain Hast 9x9 4 
696 Heat Exchanger and Ducting (1) 18 х 24 
697 Meat Exchanger and Ducting (R) 18 x 26 
бОРА Outside Air Temperature Probe 
(Located in cargo compartment floor) $ 1⁄2 Dia 
6988 Outside Air Temperature Probe 5 1⁄2 Dia 
{Located in cargo compartment floor) 
ёс - 
699A Forward Сагао Compartment Door Маспіпа Switch 5х7 
6998 Aft Cargo Compartment Door Warning Switch эх? 
. 
ر ا ا‎ 
*"Installed on airplanes МАВбАТ and NA865T only, 
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MAINTENANCE MANUAL 
FUSELAGE INTERIOR ACCESS DOORS - MAINTENANCE PRACTICES 


» 
1, General : 
А. Fuselage interior sccess doors ore numbered 600 to 699. Doors providing 
eccess to non-waintenanre type items or doors clearly labeled by stencil- 
Зла ог decals are not numbered. For example, doors affording access to 
life rafts are not nunbered because they are plainly marked and 
identified. r 
A. Access doors to the some items or general aroup of items may have the same 
number, but with a letter designation added for further identification. 
ACCESS NOMINAL 
OPENING OPENING SIZE 
NUMBER. ACCESS 10 (INCHES) 
s01 Ducts 17 x 25 
6024 Air Conditioning System 20 х 27 
6028 Air Conditionina System 20 x 27 
603 Freon Condenser вх 
604 Freon Condenser Tx 
505 “iring M x 16 
606 мігіпа 13 x 20 . 
607 Wiring 39 x15 
608 ki ring 8x22 
609 Pilots" Control Pedestal 18 x 37 - 
610 Wiring 8 x 16 
ви Wiring 12 x 20 
612 Wiring 21 x 58 А 
613A fadio/Electronic Equipment 2x25 
6144 Redio/Electrenic Eavipment 10 x 25 
6148 Radio/Electronic Equipment 10 x 25 
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DC-8 SEVENTY SERIES 


“MAINTENANCE MANUAL Ё 
ACCESS NOMINAL у 
OPENING OPENING SIZE 
NUMBER ACCESS TO (INCHES) 
eut fladío/Clectronie Equipment 10 x 25 
6140 Radio/Electronic Equipnent 10 x 25 
614E Radio/Electronic Equipment 10 x 25 
6146 füdio/Electronie Equipment 2 10 х 25 
615A Regio/Electronic Equipment 2x 44 
616A Radio/Electronic Equipment 20 x 17 р 
617A Radio/Electronic Equipment 10 x 19 
6178 Radio/Electronie Equipment 10 x 19 5 
бис Radio/Electronic Equipment 10 х 19 
6170 Radio/Electronic Equipment 10х19 
DU Radio/Electronic Equipment 10 x 19 k 
618 Wiring 8x16 , 
619 Wiring 8x16 
620 Wiring 8 x 14 
621 Wiring 13 x 20 
622 Wiring 13 x 20 
625 Electricel Power Center Forward Equipment Panel 14 x 22 
626 Electrical Power Center Forward Center Equipment 21 x 25 n 
Panel 5 
625 Electrical Power Center Aft Center Equipment Panel 16 x 31 
626 Electrical Power Center Aft Equipment Panel 15 х 33 Ч 
627 Electrical Power Center Upper Equipment Panel 30 х 33 
628 Wiring 9x20 
629 Radio Rack Е 8x2) 
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ACCESS HOI YAL, 5 
OPENING OPENING SIZE L 
конвев ACCESS 10 (INCHES) 
В D 
630 Electrical Power Center Equipment 8 x 20 š 
ва Radio Rack 40 x аз 
632 Radio Reck 32 к 40 
633 Electrical Power Center Equipment 39 х 49 
вза Electrical Power Center Equipment 17 x 60 
635 Electrical Power Center Equipment 29 x 38 d 
636 Air-Conditioning Compartment fron Forward Cargo 30 x 34 
Compartment 
637A Emergency Battery 4 M2 x 12 : 
6378 Emergency Battery а 1/2 x 12 : 
6370 Erergency Battery 4 1/2 x 12 : 
өт Emergency Battery & 1⁄2 х 12 
6398 Attendant "e Call Sutton эх? 
22 Aft Poteble Water Tanks 21 x 78 
ва Potable Water Fill and Overflow Valves, 30 x 30 
й Forward Poteble Mater Tank 
а Potable Water Fill and Drain Valve 5x7 
вайн Mater Level Сеџае 5x8 
223 Potable Water Re-Route Valve 5х5 
би Hydraulic Control Panel E 5x10 
642A Washstand Piping 38 x 24 
6428 Washstand Pipina 18 x 26 
өле Washstend Piping 18 x 26 : 
вау Cargo Door Hold-üpen Fitting 4х8 2 
Ч 
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DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ACCESS KOMINAL 
OPENING OPENING SIZE 
NUMBER ACCESS 10 (INCHES) 
ваа Fillet 8 1/2 x 33 
645 Pressurization Cutlets and Waste Water Service 30 x 26 
«база forward Waste Water Orain Valve x 
645€. Att Waste Water Drain Valve 4x6 
баби Cargo Restraining Net Attech 10 x 51 
вавв Cargo Restraining Net Attach 7x 10 
«авс Cargo Restraining Net Attach 10 x 51 
A60 Cargo Restreinino Net Attech 7x14 
өк Cargo Restraining Net Attach 10 x 58 
em Structure 37 х за 
өле Oxygen Cylinders 28 x 32 
6470 Crew Spare Oxygen Stowage 17 x 40 
өле Crew Spare Oxygen Stowage 17 х 40 
649A Forward Potable Water Syatem Drain Volvo 5x7 
651 Water Pipina 21 x ar 
651A First Aid Oxygen Cylinders; Flight Recorder 20 x 32 
652 Water Piping 32 x а? 
655 Water Piping 34 x 46 
654 Water Piping 32 х 42 
658A Carqo Restraining Net Attech 3x6 
6588 Carqo Restraining Net Attach 9 x 20 
6598, Forward Passenger Entrance Door Warning Switch 2x4 
6598 Forward Service Entrance Door Warning Switch аха 
6596 Aft Service Entrance Door Warning Switch 3x6 
*[astalled on airplane №8539. 
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NOTE: SYMBOLS SHOW HOW 
00085 ARE OPENED 


HAND. 
INO TOOLS REQUIRED" 


SCREWS OR BOLIS 
110015 REQUIRED 


QUICKOPENING 
(70015 REQUIRED 
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мен B узу € 
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ACCESS NOMINAL 
OPENING OPENING 5126 
NUHBER ACCESS 10 (INCHES) 
6590 Aft Passenger Entrence Door Warning Switch 3x3 
6608 Forward Cabin Electrical Panel 11 х 20 
6608 Forward Cabin Electrical Panel 1 x 12 
вс Aft Cabin Electrical Panel 13 x 20 
6600 Art Cobin Electrical Panel 11 x 12 
668 Structure 10 x 10 
669 Forward Passenger Entrance Door Snubber 4 Die 
6100 Forward Cargo Compartment Light Switch 5х7 
670Е Aft Cargo Compartment Light Switch 5х7 
672А Forward Service Entrance Doar Torque Tube 31/2x4 
6728 Aft Service Entrance Door Torque Tube 31/2 ха 
6720 Aft Passenger Entrance Door Тогаџе Tube 21/2 х4 
63A Rudder Pedal Hechanism, Cables 26 x 27 
6738 Rudder Pedal Mechanism, Cables 26 x 27 
678 Wave Guide, Pipes, Conditioned Air Duct 5x17 
6748 Cables 3x7 
өс Cables, Mach Trim Actuator 8x10 
6740 Cables 6x15 
6758 Conditioned Air Duet 7x17 
6758 Cables, Pipes 4 x 10 
675C Cables 8x10 
6750 Cobles 6x 15 
676А Cables 9x21 
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ACCESS. NOMINAL 
OPENING OPENING SIZE 
NUHGER ACCESS 10 (INCHES) 
6768 Ailecon Bus, Cables, Pipes 13 x 20 
өтс Aileron Bus, Cables 3 19 x 23 
8760 Aileron биз, Cables 12 x 20 
676Е Pipes 11⁄2x 6 
бле Pipes, Have Guide, Conditioned Air Ouct 25 х 32 
вт Pipes, Wave Guide, Cables, Wiriag қ 10 x 85 
678 Pipes, Cables, Wiring 18 x 22 
679 No Access 
679A Хан and Pitch Aecelerometers 15 x 18 
680 Pipes, Have Guide, Cables, Conditioned Air Ouct 10 x 75 
681 Pipes, Wave Guide, Cables, Conditioned Air Duct 7х 45 
682A Cables, Wiring 19 x 21 
6828 Nose Gear Viewer 21/2 x3 
683 Wiring, Conditioned Air Duct 24 х 60 
684 Wiring 14 x 22 
685 Wiring 5х8 
686 Pitch Trim Actuator ERD 
693A Pneumatic Air Ducts, Overheat Detector Sensing 5 1⁄2 Die 
Element 
6938 Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 
6930 Pneumatic Air Duets, Overheat Detector Sensing 5 3/2 018 
Elenent 7 
6930 Pneumatic Air Ducts, Overhest Detector Sensing 5 1/2 Dia 
Element 
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ACCESS NOMINAL 
OPENING OPENING 5126 
RUHBER ACCESS 10 (INCHES) 
694A Pneumatic Air Duets, lverheet Detector Sensing 5 1/2 Dia 
Element 
6948 Pneumatic Ait Ducts, Overhest Detector Sensing 5 1⁄2 Dsa 
Elenent 
6946 Pneumatic Air Ducts, Üverheat Detector Sensing 5 1/2 Dia 
Eterent 
694D Pneumatic Air Ducts, Overheat Detector Sensing 5 1/2 Dia 
Element 
695 Gesin Hast 9x9 
696 Heat Exchanger end Ducting (L) 10 х 24 
697 Heat Exchanger and Ducting (8) 18 х 24 
6988 Outside Air Temperature Probe 
(Located in cargo compartment floor) 5 1/2 за 
6988 Qutside Air Temperature Probe 5 1⁄2 Dia 
(Located in сагао compartment floor) 
6994 Forward Cargo Compartment Door Warning Switch 5х7 
6998 Aft Cargo Compartment Door Warning Switch 5х7 
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DC-8 SEVENTY SERIES 
MAINTENANCE MANUAL 
HIGHLIGHTS 
10: ALL HOLDERS OF 0С-8 SEVENTY SERIES MAINTENANCE MANUAL 
CONCERNING: REVISION 19, CHAPTER 11, DATED: APR 1/88 
11-CONT REVISED TO PROVIDE А NEW GENERIC TABLE OF CONTENTS. 
11-IDENT REVISED TO PROVIDE А NEW GENERIC AIRPLANE IDENTIFICATION LIST, 


MANUAL UPDATE INSTRUCTIONS 


PLEASE INSERT REVISEO AND NEW PAGES INTO THIS MANUAL IN ACCORDANCE WITH THE 
CURRENT LIST OF EFFECTIVE PAGES. ALL EXISTING PAGES IN YOUR MANUAL THAT ARE 
BEING REPLACED WITH REVISED PAGES ARE ТО BE REMOVED FROM YOUR MANUAL. 


AN (*) ASTERISK IN FRONT OF AN ENTRY ON THE LIST OF EFFECTIVE PAGES INDICATES 
NEW OR REVISED PAGES. 


А LIST OF PAGES DELETED BY THE CURRENT REVISION IS BEING FURNISHED AS A PART 
OF THE HIGHLIGHTS AND DELETED PAGES SHOULD BE REMOVED FROM YOUR MANUAL, 
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AIRPLANE IDENTIFICATION 


Manufacturing Factory Serial Fuselage 
Series Nuabers Nunbora 
45810 252 
45811 262 
45812 277 
45813 284 
85849 289 
45691. 305 
45897 313 
45898 320 
45900 316 
45902 294 
45907 288 
45913 325 
45914 292 
45915 295 
45936 344 
45938 зэ 
45939 351 
45941 317 
45944. 326 
45945 337 
45945 339 
45947 зар 
55948 321 
45949 29 
45950 354 
DC8-71CF 45952 338 
058-71 85963 355 
UC8-73CF 45966 395 
068-7307 45967 385 
45968 389 
45970 343 
55971 356 
45973 358 
45974 368 
45975 369 
45976 372 
45977 373 
45978 381 
45979 353 
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AIRPLANE IOENTIFICATION 


Manufacturing Factory Serial Fuselege 
Serios Number Number 

068-71 45983 350 
DCB-73CF 45990 375 
068-7367 45991 300 
0С8-71 45993 382 
068-71 45994, 387 
068-71 45995 388 
068-71 45996. 397 
068-71 45997 398 
068-71 45998 2 
0С8-73СР 46001 395 
068-762 46002 394 
0C8-73AF 46003 401 
0С8-73АЕ 46004 403 
DC8-73AF 46006 413 
DC8-13AF 46007 422 
068-73АР 46008 423 
168-7202 46013 427 
0С8-71 46014 4% 
068-71 46018 420 
ОСВ-7ЗАҒ 46019 411 
068-71 46029 425 
DC8-71 46030 426 
068-75 46033 431 
068-71 46059 448 
068-71 46040 449 
0С8-72СЕ 46043 43 
ОСВ-7ЗАҒ 46044 432 
0С8-73СЕ 46045 “1 
0С8-73СЕ 46046 Ba 
DC8-73CF. 46047 447 
068-71 46048 450 
0С8-73СЕ 46049 479 
DC8-73CF 46051 440 
DC8-73CF 46052 442 
068-73 46053 446 
068-71 46055 492 
068-71 46056 495 
068-73СЕ 46059 456 
DC8-75CF 46062 486 
Dc8-75 46063 457 
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AIRPLANE IDENTIFICATION 


Manufacturing Factory Serial Fuselage 
Series Kunber Nurtber 

DCa-71 46064 459 
oca~71 46065 460 
068-71 46066 462 
0С8-72 46067 455 
069-71 46072 477 
DC8-73CF 46073 485 
DC8-73AF 46074 468 
068-73 46076 451 

8-75АҒ 46080 466 

8-72 46081 471 
068-12. 46082 458 
DC8-72 46084 473 
DCB-73CF 46086 478 
DC8-73CF 46087 454 
0С8-72СҒ 46089 501 
0С8-73СЕ 46050 508 
0С8-73СЕ 46091 519 
0С8-75СҒ 46098 482 
068-73 46095 497 
08-71 46099 507 
08-15 46100 502 
DC8-73CF 46101 489 
DCB-73CF 46103 483 
DC8-73CF 46104 488 
DCB-73CF 46106 490 
DC8-73CF 46108 522 
DC8-73CF 46109 495 
DC8-73CF 46112 520 
DC8-73CF 46117 525 
068-75 46123 508 
068-73 46124 511 
ОСВ-73 46125 515 
DC8-72CF 46130 542 
DC8-73CF 46133 534 
DC8-73CF 46135 531 
DC8-73CF 46140 528 
DC8-73CF 46149 538 

IDENT-11 
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[WARNING wg AR толе моя озен | 


(0 


H |575. RUDDER. STEER 
СЇ! rou [Press accums empre 


|SISTEM à RSVR 
PRESS ZERO 


РТ REVERSE. 
ЖІГІ ушш 


$] >. 
НЕН 
5208 
385 
зге 
22426 
21% 
ЕН 
pU 


REVERSERS RETRACTED 

RAKES ОН OR OFF LOG GEAR DN 
FLAPS UP. RUDDER. REVERSER & 
EMER RSVR FULL: STEER RETURN 
BRAKE ACCUMS FULL: REVERSER. 


USE ONLY WITH 


DOUGLAS PARI КО. 


2 л win 
ыйл Ко ној 


SYSTEM PGESS 3000 est 
RSYR PRESS. 20 TO 35 РУ 


NOTE 
ACCUMS AIR PRESSURE MUST BE 
AS MARKED BEFORE FILLING RSVR 


WARNING 


Fl RSVR VINEN FLUID IS Û 12” ‘RELIEVE AIR PRESSURE 
BELOW FULL MARK FOR A BEFORE SERVICING 
GIVEN CONDITION FILL wun 


SKYOROL 


оо NOT OVER FIUL RESERVOIR: EU 


RELEASE RSVR PRESS. BEFORE 
SERVICING VALVE LOCATED. 

IN WHEEL WELE 

FOR ADDITIONAL INSTRUCTIONS 
SEE PLACARD IN WHEEL WELL 


USE ONLY 
'SKYDROL 500 FLUID. 


HA2-8901 


Main Landing Gear Vheel Well (Left) -- Hydraulic Reservoir Harkings 


бес 1/62 


Figure 1 
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WARNING 
CLOSE BOTH MANUAL SHUT OFF VALVES 
BEFORE 


Е SERVICING TERUST REVERSERS. 
LOCKWRE VALVES iN ОРЕН POSITION 
AFTER SERVICING 


THRUST REVERSER 
MANUAL SHUT OFF 
VALVE 


297, ман A 
LEFT MAIN GEAR WHEEL WELL 


Main Lending Gear Wheel Well (Left) ~~ Hydraulic Reservoir Harkings 
Figure 2 
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yore: 
MARKINGS ARE MADE WITA CONTRASTING 
РАМТ OR INK COLORS AND ARE LOCATED 
AS SHOWIN BY THE SYHGOL с-з OR С). 

A MARKINOS REQUIRED BY al 
‘GOVERNMENT REGULATIONS. 
MARKINGS SHOWN ARE 
 APPRÜXIMATE LOCATIONS, 


STA 
Xs = 473932 


vew © 
HOIST 
ЁЛ 
8 Xs = 485924 
ушн D 
6 
nouo 
D 4 
SOLID WHITE lan 
өрө MA 
RERE 
(TYPICAL 6 PLACES) 
A 
223 т, 
5 
D 
External Markings -- Right Wing (Upper Surface} 
Figure 1 (Sheet 1) 
11-13-2 
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Stencil Marking 
NO. 3 SAIN TANK 
AUXILIARY FILL 
STRUCTURAL LIMIT 31,690 LBS. 
FUEL - PHA SPEC, 522 REVISED 
МО, á EXT, ALT, TANK 
STRUCTURAL LIMIT 11,682 185. 
FUEL ~ PHA SPEC. 522 REVISED 
NO, 4 MAIN TANK 
AUXILIARY FILL 
STRUCTURAL LIMIT 20,903 185. 
FUEL ~ PHA SPEC. 522 REVISED 
GROUND HERE 


DISC WIRING 
TO REMOVE 


HOIST 

AILERON POWER MECHANISH 
AILERON ОДЕРЕВ CYLINDER 
AILERON TORSION BAR 
AILERON MECHANICAL CONTROL 


AILERON ТАВ PUSH ROD 


External Markings -- Right Wing (Upper Surface) 


Figure 1 (Sheet 2) 


Letter Size 


Lë 


1⁄4 


1⁄4 


1⁄2 
316 


1/2 
1⁄4 
1/4 
1а 
1/4 
1/4 
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WARNING 
1. AILERON BUS CABLE TURNBUCKLES AT 
XRS = 433 MUST BE DISCONNECTED BEFORE 
DISCONNECTING OR RIGGING AILERON 
CONTROL LINKAGE OR AILERON HYDRAULIC 


COMPONENTS. SEE MAINTENANCE MANUAL 
FOR RIGGING INSTRUCTIONS BEFORE 
RECONNECTING BUS. 


. DO NOT OPERATE AILERONS FASTER THAN 
E WHEN USING GROUNO HYDRAULIC 


view E 


REMOVE THIS ATTACHMENT AND INSERT .310 + .001 DIA 
ALIGNMENT мээн DISENGAGING CAL — FAX FASTENERS. 


USE ALIGNMENT PIN TO REALIGN CAL — FAX FASTENER 
STUDS WITH RECEPTACLE HOLES. 
INSTALL NAS333CPA SCREW AND NAS1169-DD10 WASHER 
AFTER ALL CAL — FAX FASTENERS ARE ENGAGED. 

---- WARNING —— 
DO NOT USE SCREWDRIVER IN PLACE OF ALIGNMENT PIN. 
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НА2-8905 


External Markings -- Left Wing (Lower Surface) 
Figure 1 (Sheet 2) 
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Senchi Horking 
DE-ICE VALVE NG. 6 
DE-ICE VALVE ND. 3" 
DE~ICE VALVE ND. 5 
OL-ICE VALVE NO. 7 
ФЕЛСЕ VALVE NO, 


E 


OFICE VALVE NO. 


FUEL SUHP OBAIN 
» №0. 1 MAIN TANK 


FUEL SUMP DRAIN 
Кб. 2 MAIN TANK 


FUEL SUHP DRAIN 
NO, 1 ALT, TANK. 


FUEL SUKP DRAIN 
РКО. AUX. TANK 


FUEL CROSSFEED 
MANIFOLD DRAIN 
VALVE 


VENT HANIFOLO 
ORAIN VALVE 


(See view C) 


DRIPSTICK 
NO. 1 MAIN TANK 
LOCATION: 00780 


DRIPSTICK 
NO. 2 MAIN TANK 
LOCATION: INB'O 


DRIPSTICK 
NO. 1 ALT. TANK 
LOCATION: 1880 


DRIPSTICK 


NO. 2 MAIN TANK 
LOCATION; QUIB'D 


External Harkings -- Left Wing (Lower Surface) 
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1⁄4 
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25 


26 


27 
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33 
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Stencil Morking 

DRIPSTICK 

NO. 1 ALT. TASK 

LOCATION: EXT. ALT. 

ORIPSTICK 

ND. 1 ALT. TANK 

LOCATION: CENTER 

(See view 0) 

MOORING POINT 

JACK POINT 
BALANCEO SURFACE. PAINT AR REWORK 
REQUIRED REBALANCING. SEE STAUCTURAL 
REPAIR MANUAL. 


PAINT OR REWORK 
REQUIRES REC-WEIGHENG 


AILERON HINGE NO. 2 & 
POWER HECHANISH 


AILERON POWER LOCKOUT 
MECHANISH 


AILERON HINGE ND. 3 
AILERON HINGE NO. 6 
AILERON TAB PUSH ROD 
AILERON TAB ORUM ASSY 
(See view A) 

(See view B) 


НАХ AIRPLANE GR НТ 204,000 LBS 
FOR ЈАСКІКС ~ SEE MAINT MANUAL 


FUEL PRESSURE FILL 
MAX. SERV. PRESS. 50 PSI 
FUEL: PHA SPEC. 
522 REVISED 


External Harkings -- Left Wing (Lower Surface) 
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Stencil Marking 


FUEL SUHP DRAIN 
C. М. AUX. TANK 


DRIPSIICK 
NO. | HAIN 
LOCATION: 1580 


EVEL SUMP DRAIN 
TRANSFER LINE > 


{Зее View Е) 
(See View F) 


FUEL SUMP DRAIN 
FWD AUX, TANK 


OUTER WING 0Е-1СЕ 
SWUTOFF VALVE 


PNCUMATIC FIRE SHUYOFF VALVE 
ENGENE CONTROL CABLES 


Letter Size 


144 


1/4 


1⁄4 


1⁄4 


1/4 
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ор 00 


ЛЕҢ 
#32 
view А-А 


9 س ر 


OUTBOARD 508 
ноте 
ALL CALLOUTS TYPICAL 
FOR BOTH НАСЕЦЕ5 
+ ANTHCING OUCT 8 — INTERPHONE JACK 
б E 15 
Ы 
% mom 
ю 16 
з 
u XATCH g 
a, Fan COMP? DOORS 
в 
4 STATIC GND CONN | 
у з 
т” екон AS 
ANTHCING Dë 
2 EXHAUST VENT т^" 
4 ток 2 
HOT GND ЕХ a 
ми 2 
1 во GEN COOLING 
b AIR EXHAUST : 
5 dla ENG & с 
== m - ACCESS 
> ORAIN 
Engine Cowlings -- External Markings 
Figure 1 
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NO. 2 PYLON & NACELLE 


SECTION B-B 
ATYPICAL 


ENG OL 
TANK FILL 
CAPACITY 20 003915) 
а 
PYLON LO EDGE. 
REMOVE BEFORE 
NOSE COL 
INTERPHONE. 
SERVICE ACCESS 
NAS 15800314 
НО STEP 
IRTERPHONE JACK ACCESS 
INSTALL PRIOR TO FUGHE 
BORESCOPE INSPECTION 
ACCESS 
WSTALL PRIOR TO SLIGHT 
НА2-8703С 
11-14-1 
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КО 1 PYLON а НАСЕЦЕ 
БНКОАБО SIBE 


A лсын 
\ 


2% 
view А-А 888900 


NOTE. 


ALL CALLOUTS терм. 
Fon BOTH NACELLES 
NO. 2 PYLON & NACEULE 
UNEAK SIDE; 
ANTI: COOLING INTAKE 
' 3 ШЕСІ ю s 
NOSE COWL 
5 CAUTION 
HOT GND ЕН 
05 01. 
> HOIST n SR css 
ATTACHPOINT PRES FILL CORN 
NES 
E Ll ? WHEN OPENING 
ІМ HIGH WIND 12 ENG START VALVE 
LATCH CAUTION 
* ran бооз ы HOT 
ы INLET ACCESS 
3 пор) 
° {LENGTH AS 15 — NOSIEP 
2 HOIST EON 
ATTACH POINT 
40 а Aussen 


Engine Cowlings -~ External Markings 
Figure 2 
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NOTE: 
ALL CALLOUTS TYPICAL 
FOR BOTH MACELLES 


NO 3 коц & НАСЕЦЕ 
4QUTSCARD 5081 


% 
4 
2 
3 
3 
NO. 4 PYLON & НАСЕЦЕ $ 
100100490 508) 7 
8 
3 
PYLON LI ANTLICING 'OOLING INTAKE 
1 KE 3 EXHAUST VENT Ци: 
NOSE COWL 
š CAUTION 
HOT GND EXH 
COS OIL 
К HOIST u 
: мийн PRES ни CORK 
CAUTION. 
3 506 то || WHER OPENING 
IN HIGH мамо 12 ENG START VAWE 
8 LATCH m CAUTION 
Fan COMPTOOORS HOT 
1 
ла INLET ACCESS 
3 ior 15 — NOSIEP 
9 шенін AS 
2 HOIST ee 
ATIACH Sonn 
з ЫГ, нагатозв 
Engine Cowlings == External Harkings 
Figure 3 
11-14-1 
TODE 50 
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истом А-А 
ATYPICAL 


| 
2 
3 
à 
5 
6 
H HO. 4 PYLON & МЕСЕЦЕ 
H INBOARD 500. 
r ноге. 
: A 
MH fn рит FOR Gon MACES | view B-B 
А 
: ANTHCING DUCT з ММЕАРНОНЕ JACK 
HOIST 
5 ад бит 
NG Оң 
d 6 EMRE 
D CAPACITY 20 QUARTS 
LATCH 
м COOLING 
D ШИЛ ЕШ 
PYLON LO EDGE 
£ STATIC GND CONN в Kate 
| 19 INTERPHONE 
є ANTLICING 12 нм AS SERVICE ACCESS 
š EXHAUST VENT garg 
20 NAS 15800314 
4 CAUTION 
HOT GND tXH a NO STEP 
2 INTERPHONE JACK ACCESS 
‘en chou INSTALL PRIOR TO FLIGHT 
| AIR EXHAUST BORESCOPE INSPECTION 
t ENG & 23 ACCESS 
== m ACCESS INSTALL PRIOR ТО СНІ 
= ORAIN MA2-8206C. 
Engine Cowlings -- Externel Markings 
Figute & 
11-14-1 5 
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HIGHLIGHTS: 
10: ALL HOLDERS OF DC-8 SEVENTY SERIES MAINTENANCE KANUAL 
CONCERNING: REVISION 19, CHAPTER 12, DATED: APR 1/88 
12-CONT REVISED TO ADD NEM GENERIC TABLE OF CONTENTS. 
12-IDENT REVISED TO ADD NEW GENERIC AIRPLANE IDENTIFICATION LIST. 


MANUAL UPDATE INSTRUCTIONS 


PLEASE INSERT REVISED AND NEW PAGES INTO THIS MANUAL IN ACCORDANCE WITH THE 
CURRENT LIST OF EFFECTIVE PAGES. ALL EXISTING PAGES IN YOUR MANUAL THAT ARE 
BEING REPLACED WITH REVISED PAGES ARE YO BE REMOVED FROM YOUR MANUAL. 


AN (*) ASTERISK IN FRONT OF AN ENTRY ON THE LIST (F EFFECTIVE PAGES INDICATES 
NEW OR REVISED PAGES, 


A LIST OF PAGES DELETEO BY THE CURRENT REVISION IS BEING FURNISHED AS A PART 
OF THE HIGHLIGHTS AND DELETED PAGES SHOULD BE REMOVED FROM YOUR MANUAL, 
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DOUGLAS AIRCRAFT СО, INC. 
DC-8 SEVENTY SERIES : 
 MAINTENAHCE MANUAL 


AIRPLANE IDENTIFICATION 


Manufacturing Factory Sorial Fuselage x 
Series Numbers Numbers 
DC8-7) 45810 252 
668-71 45811 262 
ос8-71 45812 277 
DC8-71 45813 28% 
008-71 45849 289 
068-71 45891 305 
DC8-71CF 45097 315 
DC8-71CF ` 45898 320 
DCB-71CF 45900 316 
DC8-71CF 45902 294 
DC8-71 45907 288 
008-71 45915 325 
08-71 45914, 292 
068-71 45915 295 
069-7362 45936 у 
Dc8-71CF 45938 E 
DC8-71CF 45959 351 
08-7] 45941 317 
08-71 45944 326 
08-71 45945 337 
008-71 45946 339 ç 
08-71 45987 за 
08-71СЕ 45948 321 
DC8-71CF 45949 329 
DCB-71CF 45950 358 
068-71СР 55952 338 
oca-71 45963 355 
DC8-73CF 45966 35 
DCB-73CF 45967 385 
DC8-73CF 45960 389 k 
осё-71 45970 343 
DC8-71 45971 356 
pee-71 45973 358 
068-71 45974 368 
08-71 45975 369 
068-71 45976 372 
068-71 45977 373 - 
DC8-71 45978 381 = 
08-71 45979 363 
IDENT-12 
Apr 1/08 Page 1 
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DOUGLAS AIRCRAFT CO., INC. 
DC-8 SEVENTY SERIES 
MAINTENANCE MANUAL 


AIRPLANE IDENTIFICATION 


Manufacturing Factory Seriel Fuselage 
Series Nusber Number 
068-71 45983 350 
068-7567 45990 375 
068-7352 45991 380 
45993 382 
85994, 387 
45995 388 
45996 397 
45997 398 
45998 399 
46001 395 
46002 394 
46005 401 
46008 ж 
46006 413 
46007 422 
46008 423 
46013 477 
460% 400 
46018 420 
46019 411 
46029 425 
46030 426 
46033 431 
46039 448 
56040 449 
46043 p 
46044. 432 
46045 p 
46046 44 
46047 447 
46048 450 
46049 479 
46051 що 
46052 що 
46055 446 
46055 492 
46056 495 
46059 456 
46062 486 
46063 457 
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DOUGLAS AIRCRAFT CO, INC. 
DC-8 SEVENTY SERIES 
MAINTENANCE MANUAL — 7 


AIRPLANE IDENTIFICATION 


Manufacturing Factory Serial Fuselage 
Sorios Nusber Rumber 

46064, 459 
46065 460 
46066 462 * 
46067 455 
46072 477 
46073 495 
46074 460 
46076 451 
46080 466 
46081 an 
46082 458 
46084 ату . 
46086 478 
46087 454. 
46089 501 
46090 504 
46091 519 
46094 402 
46095 497 
46099 507 
46100 502 
46101 4869 
46103 485 
46104 488 
46106 490 
46108 522 e 
46109 495 
46112 520 
46117 525 
46125 508 
46124 511 
46125 515 
46130 542. 
46133 534 
46135 531 
46140 528 

DCB-73CF 46149 538 R 
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DOUGLAS AIRCRAFT CO, INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


GENERAL - SERVICING 


QUANTITY 
SYSIEH/ us IHPERIAL 1ETRIC SPECIFICATION 
‘OCHPONENT GALLONS GALLONS: LITERS RECOMENDED 
E он. EXXDN/ESSO 2340 
pAn 
ENGINE DIL TAN 
NET OIL CAPACIIY 
(fill Quantity) 5.0 4.2 18.9 
SUIP VOLUME 9.5 9.4 1.9 
EXPANSION 
VOLE, 9.5 9.4 1.9 
TOTAL TANK 
VOLUNE 5.5 6.6 20.8 
USABLE ENGINE 
on. 8.5 з 17.0 
PMEUIATIC STARTERS 
GARRETT 19.30 16.07 570 сс 
Fluid ounces Fluid ounces 
BENDIX 7 8,45 7.04 250 сс 
Fluid ounces Fluid ounces 
Replenishment Chart -- 911 Systems 
Figure 301 (Sheet 1} 
12-02 
СОБЕ. 50 
Har 1/86 Page 301 
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DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


QUANTITY 
SYSIFH/ us IBPERTAL HETRIC SPECIFICATION 
COFPONENT GALLONS GALLONS LITERS ВЕСОМ ОЕР 
CONSTANT SPEED 1.50 1.25 5-68 Sundstrand 
DRIVE (680) (12 pints} Specificat ion 
TRANSHISSION HS 02.40 (as 
DIL SYSTEH revised). 
(Approximate 
Fill Quantity) 
AIR CONDITIONING 10.15 19.15 300 cc AlResearch 
UNIT ounces ounces Service Informa- 
AIR CYCLE tion Letter No. 
MACHINE 190-300 (85 
revised). 
AUXILIARY POWER AiResearch 
UNIT (АРИ) 5 Specification 
(as revised). 
APU DIL TANK 1.0 E 3.79 


Replenishment Chart -- 031 Systems 
Figure 301 (Sheet 2) 
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СООЕ 50 
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DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


GENERAL - SERVICING 


QUANTITY 
SYSTEMS vs IMPERIAL манс SPECIFICATION ` 
ООНРОХЕЧТ GALLONS GALLONS LITERS RECOMENDED 
ENGINE DIL EXKON/ESSU 2349 
SYSTE 
ENBINE DIL TANK 
NET OIL CAPACITY 
(Fill Quantity) 5.0 5.2 14.9 
SUM? VOLUME 9.5 2.4 1.9 
EXPANSION 
ug 0.5 0.4 19 
TOTAL TANK 
wus 5-5 6-6 _ 288 
USASLE ENGINE 
әт. 4.5 эл 17.0 
PNEUMATIC STARTERS 
GARRETT 39.30 16.07 570 сс 
Fluid ounces fluid ounces 
BENDIX 8.45 7.08 250 ec 
Fluid ounces Fluid ounces 
Replenishnent Chart -- Oil Systems 
Figure 301 (Sheet 1) 
12-02 
0006 51 
Har 1/86 Page 301 
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DOUGLAS AIRCRAFT СО, INC. 
DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 
QUANTITY 
SYSIEM/ us IHPERIAL HEIRIC 
GALLONS GALLONS LITERS 
CONSTANT. ЗРЕРО 1.50 1.25 5.68 Sundsteand 
TRIYE (059) (12 pints) Specification 
TRANSHISSION MS 02.40 (аз 
OIL SYSTEN revised). 
(Approximate 
Fill Quantity) 
AIR CONDITIONING 30.15 19.15 300 cc Aifesearch 
UNIT ounces ances Service Inforue~ 
MR CYCLE tion Letter Чо, 
MACHINE 100-300 (as 
revised). 
AUXILIARY POWER Aífesearch 
INIT (APU) Specification 
(из revised). 
APU OIL TANK 1.0 +85 3.79 
Replenishment Chart -- 041 Systems 
Figure 301 (Sheet 2) 
12-02 
CODE 51. 
Page 302 Ног 1/86 
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DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY. SERIES 


MAINTENANCE MANUAL 


GENERAL - SERVICING 
= GUANTITY 
SYSTEH/ iM " JHPERIAL НЕТНЕС SPECIFICATION 
COMPONENT GALLONS GALLONS LITERS RECOMMENDED 
ENGINE OIL GE Specification 
BAK D50TF1, 
Class А or 
ENGINE OIL TANK Class B 
= > por 
HIL-L-78086, or 
NEY OIL CAPACITY - ИН-4--236998 
КР Guant ity) 3.0 4.2 18.9 
SUMP VOLUME 0.5 0.4 1.9 
EXPANSION 
VOLUME 0.5 0.4 m 
TOTAL TANK 
VOLUME 5.5 6.6 20.8 
USABLE ENGINE 
оп. 4,5 эл 17.0 
PNEDMATIC STARTERS 
GARRETT 19,30 16.07 570 сс 
Fluid ounces Fluid ounces 
RENOTX 8.45 7.04 250 cc 
Fluid ounces Fluid ounces 
Replenishrent Chart -- 011 Systeme 
Figure 301 (Sheet 1) 
12-02 
CODE 52 
Mar 1/86 Page 201 
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DOUGLAS AIRCRAFT €O., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


QUANTITY 
SYSTEN/ us IBPERIAL нєтаїс SPECIF ICAT ЮМ 
СОРРОХСАТ GALLONS GALLONS LITERS RECGHIENDED 
CONSTANT SPEED 1.50 125 5.68 Sundstrand 
ORIVE (CSD) (12 pints) Specification 
TRANSHLSS LON HS 02.40 (ва 
OIL SYSTEM revised). 
{Approximate 
Fill Quantity) 
AIR CONDITIONIAG UNIT 10.15 10.15 300 СС AiResearch 
AIR CYCLE ounces ounces Service Informa- 
MACHINE tion Letter No. 
100-300 (аз 
revised) + 
AUXILIAR POWER AiResearch 
UNLT (APU) Specification 
(ав revised). 
APU OIL TANK 1.0 эз 3.79 
Replenishment Chart -- Oil Systens 
Figure 301 (Sheet 2) 
12-02 - 
CODE 52 
Page 502 Sep 1/82 
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DOUGLAS AIRCRAFT СО, INC. 


DC-8 SEVENTY SERIES 
MANUAL 


MAINTENANCE 


WILEY М 
aa ve IMPERIAL на SPECIFICATION 
COUPOSEST GALLONS GALLONS m REDOIMENOED 
OIL I Hobil Type 2 
SYSTEM 
ENGINE UB. TASK 
NET OIL CAPACITY 
(FILL Quantity) 5.0 4.2 18.9 
Sume VOLUTE 0.5 0.4 1.9 
EXPANSION 
ШИЯ 2.5 0.4 НО 
TOTAL TANK 
VOLUME 5.5 6.6 20.8 
USABLE ENGINE 
ок. 4.5 эл 17.9 
PNEUIATIC STARTERS 
GARRETT 19.30 16.07 520 cc 
fluid ences Fluid ounces 
BENDIX 8.45 7.08 250 cc 
Fluid ounces fluid ounces 
Replenishment Chart — 011 Systens 
Figure 301 (Sheet 1) 
12-92 
сой 55 
iar 1/86 
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DOUGIAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


(MAINTENANCE MANUAL 


QUANTITY 
SYSTE us IHPERIAL НЕТВЕС SPECIFICATION 
COMPONENT GALLONS GALLONS LITERS RECOMENDED 
CONSTANT SPEED 1.50 1.25 5.68 Sundstrand 
DRIVE (CSD) (12 pints) Specificotion 
TRANSILSS 10¥ 15 02.60 (ав 
OIL SYSTEM revises). 
(Approximate 
Fill Quentity) 
AIR CONDITIONING UNIT 10.15 10.15 300 СС AiResearch 
AIR CYCLE ounces ounces Service Informe- 
MACHINE - tion Letter Хо. 
100-300 (әз 
revised), 
AUXILIARY POWER AiResearch 
$ (aru) Specification 
{аз revised). 
APU OIL ТАМ 1.0 E 39 


Replenishment Chart ~= 011 Systems 
a Figure 301 (Sheet 2} 
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DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 
QUANTITY 
SYSTEN/ us IMPERIAL кєтє SPECIFICATION 
СОНРОХЕХТ GALLONS GALLONS LITERS RECOMENDEO 
CONSTANT SPEED 1,50 1.25 5.68 Sundatrand 
DRIVE (650) (12 pints) Specification 
TRANSMISSION Н5 02.40 (as 
OLL SYSTEM revised). 
(Approximate 
Fill Quantity) 
AIR CONDITIONING UNIT 10.15 10.15 300 сс AiResearch 
AIR CYCLE ounces ounces Service Informa- 
MACHINE tion Letter No. 
100-300 (as 
revised). 
AUXILIARY PONER AiResearch 
UNIT (APU) Specification 
(эз revised). 
APU OIL TANK 1.0 E 3.79 
Replenishment Chart ~- Oil Systens 
Figure 301 (Sheet 2) 
12-02 
CODE 5а 
Page 302 Sep 1/82 


DOUGIAS AIRCRAFT CO., INC, 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


GRAVITY REFUELING - SERVICING 


1. General 


а. the procedure for gravity refueling is the sae as outlined in the 0С-8-60 
Maintenance Manual. The only difference is location of the iaterphone 
jecks, which are пом located belo» the qroend connection on the left 
Side of the engine nose соні. 


PRESSURE FUELING КОТАЕ 
AIRFRAME GROUNDING KNOB GROUNDING RECEPTACLES 
TYPICAL ALL ENGINE CONLINGS: 


AIRFRAME GROURDILIG KNOB 


‘PRESSURE REFUELING ADAPTERS 
"РАСА BOTH WINGS! 


AIRPLANE INTERPHONE - JACI CONNECTION 
TYPICAL ALL ENGINE COWLINGS! 


нро 8869 
Gravity Refueling - Servicing 

Figure 304 12-12-1 

CODE 50 
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DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


DEFUELING ~ SERVICING 


1. 


eneral 


A. The procedure for defueling is the sane as outlined in the DC-8-60 Series 
Maintenance Manual, The only difference is location of the interphone 
jocks which are now located below the ground canrection on the left 
Bide of the engine nose cowl. 


PRESSURE FUELING NOZZLE 
GROUNDING RECEPTACLES 


AIRFRAME GROUNDING, KNOB 
ТУРСА, ALL ENGINE COWUNGS- 


AIRFRAME GROUNDING XNOB. 


PRESSURE REFUELING ADAPTERS 
RE BOTH WINGSY 


AIRPLANE INTERPHONE JACK CONNECTION 
TYPICAL ALL ENGINE COWLINGS) 


наәзавз 

Defueling - Servicing 
Figure 301 12-13-1 
CODE 50 
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DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 
ENGINE OIL SYSTEM = SERVICING 


1. General 

А. Procedures for servicing alk engine oil system tanks ore identical. 

8. The engine oil tank fill port end drain provisions ere located on the for- 
ward upper left side of the engines. The oil tank gravity fill port is 
accessible through access doors 182, 282, 382, and 482. (see Chapter 6). 
The oil tenk drein valves are accessible through left fen соні doors 181, 
281, 301, end 481. 

C. The recommended approved oil specifications and oi] tenk capacity are 
shown on the oil systems replenishment chart (12-02, General Servicing). 

2. Jools and Equipment Required 


NOTE: Equivalent substitutes moy be used instead of the following listed 


items, 
Item Мапе Number Manufacturer Use 
А Oil tank 
drain adapter — 85642502601 Drain engine oil 
(Europe Version) tank 
85642502606 
(1.5. Version) 
8 Drein oil 6 US Gallons Commercially Receive drain oil 
container available 


3. Service Engine 011 Systen 


WARNING: JET ENGINE OIL MIGHT CAUSE SEVERE SKIN IRRITATION. WASH SKIN 
THOROUGHLY AFTER EXPOSURE. PAINTED SURFACES 0% WHICH JET ENGINE 
OIL HAS BEEN SPILLED, SHOULD ВЕ CLEANED IMMEDIATELY. 


INADVERTENT OPERATION ОР ENGINE THRUST REVERSERS COULD CAUSE 
SERIOUS INJURY TO PERSONNEL WORKING IN ENGINE AREAS, 


HOT OIL GUSHING FROM TANK COULD CAUSE SEVERE BURNS. ALLOW TANK 


PRESSURE 10 BLEED OFF. WAIT AT LEAST 5 MINUTES AFTER ENGINE 
SHUTODWN BEFORE REMOVING ОН. TANK САР. 


12-20-k 


СООЕ 50 
Jun 1/86 Page 304. 


= 


„" 


N 


DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES Ч 


MAINTENANCE MANUAL 

USE ONLY RECOMENDED APPROVED JET ENGINE OL, НЕХ SERVICING ENGINE р 
OIL SYSTENS. SEE OIL SYSTEMS REPLEVISHIENT CHART 412-02, LESERAL " 
SERVICING) FOR APPROVED OIL, с 


IF OIL SYSTEM IS INADVERTENTLY SERVICEO WITH FLUID DISSIMILAR TO 
SYVIHETIC OIL, SUCH AS MIL-L-608] OR HYDRAULIC FLUID, ENGINE SHDULO 
NOT BE OPERATED UNTIL EFFECTS ON ENGINE НАУЕ BEEN ASSESSED. 


ENSURE EXTREME CLEANLINESS WHEN SERVICING ENGINE OIL SYSTEJ. ОИ. 


SCUPPER MUST GE CLEAN ТО PREVENT DIRT FROT SEING WASHED INT) ЈАМЕ 
DURING OIL FILLING. 


SERVICE CHART - RECOMMENDED LUBRICATION 


NUMBER OF 


пен ITEM FITTINGS . 
хо. DESCRIPTION APPLICATION OR AREAS 
D Engine oil tank Can ос dispenser 4 
* Seo engine oil system servicing procedures. 
OJE cil - Jet engine ^CFi56 58 79-1, as revised) ' 
Frequency interval recommended: бп condition - Change oil in accordance with - 
Pratt & whitney recommendation. (See ` H 
СЕН 56 Maintenance Manual, Chapter 
12-10-00.) 
D 
D 
12-20-1 Engine Oit System -- Servicing 
CADE 50 figure 30% 
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DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


A. Check Engine 011 Tank 011 Level 


а 


Ча) 


(2) 
O) 
(a) 


Cheek engine oil tenk oil level after flight or engine run-up while oil 
remaining in tank is still hot end within 30 minutes following engine 
shutdown. Due to thermal expansion, a change ín oil temperature of 60°C 
allows a variation in oil volume of appoxinately 0.8 quart (0,77 liter). 
Replenishaent when oil in tank is cold results in overflow during engine 
operation. 


WARNING: HOT OIL GUSHING FROM TANK COULD CAUSE SEVERE BURNS. ALLOW 
TANK PRESSURE TO BLEED OFF. WAIT AT LEAST 5 HINUICS AFTER 
ENGINE SHUTDOWN BEFORE REMOVING ОИ. TANK САР. 


Using clean, lint-free cloth or equivalent, clean oil tank всиррег 
before removing fill cep. 


Remove oil tenk fill cep (see Figure 302). 
Check reading on tank dipstick (See Figure 3024). 
Install dipstick end Fill сар, 


CAUTION: МАКЕ CERTAIN FILL CAP IS SECURE. 


B. Add 051 


CAUTIO: 


а 


бес 1/82 


DO NOT OVERFILL EXGINE GIL TANK. ENSURE THAT PROPER OIL LEVEL 
CHECK IS MADE BEFORE 400156 OIL. 


Remove oil tenk fill сар. 


WARNI 


БОТ OIL GUSHING FROH -FANK COULD CAUSE SEVERE BURNS. ALLOW 
TANK PRESSURE TO BLEED OFF. WAIT AT LEAST 5 MINUTES AFTER 
ENGINE SHUTDOWN BEFORE REMOVING DIL TANK CAP. 


12-20-1 
CODE 50 
Page 303 


DOUGLAS AIRCRAFT СО, INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


ПК ЛИЧКО 


12-28-1 Removal of Cap for 011 Tank Filling 
CODE 50 figure 302 
Page 304 Nov 1/81 


DOUGLAS AIRCRAFT CO., INC. 


“рсС-8 SEVENTY SERIES 
MANUAL 


‘MAINTENANCE 


оп. 
САРАСПУ 
(QUARTS1 


20 ‘ADD 
18 |- 20T 
17| зот 
sl- |-- 407 


зммчет тов НА2-8888 


011 Tank Dipstick Graduations 
Figure 3024 12-20-41 
CODE 50 
Dec 1/82 Page 3044 
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ОО001А5 AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


Fili oil tank to desired level. 


CAUTION: IF OIL SYSTEM 15 INADVERTENTLY SERVICED WITH FLUID DISSIMILAR 


NOTE: 


TO SYNTHETIC OIL, SUCH AS HIL-L-608) OR HYDRAULIC FLUID, 
ENGINE SHDULO NOI ВЕ ОРЕВАТЕО UNTIL EFFECTS ӨЧ ENGINE HAVE 
BEEN ASSESSED, г 


It is not desireble to mix different brands or typos of oil. 
When changing from one brand o" oil to another, drain the oil 
system as completely as possible and fil) tank with nex brand 
ог type of oil. 


Gil replenishment is to be performed after flight or engine run- 
up while oil remaining in the tank is still hot and within 30 
minutes following engine shutdo«n. Due to thermal expansion, а 
change in oil temperature of 60°C allows a variation in oll 
volume of approximately 0.8 quart (0,77 liter). Replenishment 
when oil in tank 18 cold results in overflow during engine 
operation, 


Add oil to lesser number of quarts low. (Єхаєріє: Dipstick 
shows between 4 QT ADD and 5 QI ADD; only add 4 quarts.) 


Dec 1/82 
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DOUGLAS AIRCRAFT CO., INC, 
DC-8 SEVENTY SERIES 
MAINTENANCE MANUAL 
(3) Install fill cap. 
CAUTION: MAKE CERTAIN FILL CAP IS SECURE. 
Drein Engine 031 Tank 


(1) Operate engine at 75 percent М, RPH for 1 minute imaediately before 
draining oil tenk. 


WARNING: DUE TO THERHAL EXPANSION, A CHANGE IN OIL TEMPERATURE OF 60°C 
ALLOWS A.VARIATION IM OIL VOLUME OF APPROXIMATELY 0.8 QUART 


(0.77 LITER). HOT DIL GUSHING FROM TANK COULD CAUSE SEVERE 
BURNS, WAIT AT LEAST 5 MINUTES AFTER ENGINE SHUTOOWN BEFORE 
REMOVING OIL TANK CAP. ALLOW TANK PRESSURE TO BLEED OFF. | 
WARNING: MAKE CERTAIN THAT TAP OF OIL ORAIN ADAPTER IS CLOSED BEFORE 
INSTALLING ADAPTER ОМ OIL ТАНК. HOT OIL GUSHING FROM TANK 
COULO CAUSE BURNS. ` 
КОЛЕ: Engine operation is not required if oil tank is drained within 30 
minutes after engine shutdown. Engine must be operated to return 
а maximum amount of oil to the oil tank before draining tank. 
(2) Tag throttle/thrust reverser lever, end open and tag following circuit 
breakers. 
NOTE: Numbering on circuit breaker panel denotes engine position. 
Circuit Breaker Section 
Engine ignition Ac bus 1, 2, 3, or à 
Engine starters Battery bus 
Ignition P.S. control Battery bus 
(Engines 2 and 3) 
Ignition & tach pwr Battery bus 
supply 
(Engines 2 and 3) 
Thrust reverser emer stow Ae bus 3 
Thrust reverser hyd valve De bus а 
Reverse thruat Dc bus 1 or 4 
Eng oil quantity De bus 1 or 4 
12-20-1 
CODE 50 
Jun 1/86 
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DOUOLAS AIRCRAFT CO., INC. 
DC-8 SEVENTY SERIES 
MAINTENANCE MANUAL 
(3) Remove of] tonk f11} сар. 

(4) Remove magnetic plug fren tank. Remove O-ring from groove and discard. 
(S) Connect oil drain adapter, 85642502, to а drain tube running to a сап 
of 6 US gal. (23 litere) capacity. Push edapter into oil draining 

port and turn to lock, боо figure 303. 


(6) Drain oil tank by opening tap. After draining, fully close top and 
disongage сфоріег, 


(ба) Check that осіб-осоїіпу drain plug seals properly, without any leakage. 


(Q) Clean magnetic plug groove, lightly lubricate new O-ring with engine 
oil, end inotell O-ring in magnetic plug groove. 


CAUTION: FAILURE ТО INSTALL O-RING ON HAGNETIC PLUG CAN RESULT IN 
EXCESSIVE OIL LOSS DURING ENGINE OPERATION, WITH POSSIBLE 
ENGINE FAILURE, 
(8) Install magnetic plug in tank drain plug. 


CAUTION: KEEP MAGNETIC PLUG ALIGNEO TO PREVENT 9-RING INTERFERENCE 
WITH SELF~SEALING DRAIN PLUG. 


0. Fill Engine 011 Tank 


(1) Hoke cortain throttle/thrust reversor lever is tagged and following 
circuit breakers ого opent 


КОТЕ:  Nunboriag on circuit bresker panel denotes engine position. 


Circuit Breaker Section 
Engine ignition Ас bus 1, 2, 3, or а 
Engine startera Battery bus 
Ignition P.S. control Battery bus 
{Engines 2 and 3) 

Ignition & tach pwr Battery bus 
supply 

(Engines 2 and 3) 

Thrust reverser emer staw Ac bus 5 
Thrust reverser hyd valve De bus 4 
Rovorso thrust бе bus 1 or 4 
Eng oil quantity Ос bus 1 ога 
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MAGNETIC PLUG 
— 
L HA2-8927 | 
011 Tank Hagnetic Plug ~ Removel/Installation 
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Remove otl tank fill сар. 


Fill oil tank to dasired level. 


Install fill cap. 


Remove tog from throttle/thrust reverser lever and close following 


circuit breakers: 


кот! 


Numbering on circuit breaker panel denotes engine position. 


Circuit Breaker 


Section 


Engine ignition 
Engine starters 


Ignition P.S. control 
(Engines 2 and 3) 


Ignition & tech pur 
supply 

(Engines 2 and 3) 

Thrust revorscr слог stow 
Thrust reverser hyd valve 


Reverse thrust 


Eng oil quantity 


Ae bus 1, 2, 5, or 4 
Battery bus 


Battery bus 


Battery bus 


Ас bus 3 
Dc bus 4 
Oc bus 1 or á 
Dc bus 1 or 4 
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PNEUMATIC STARTERS (GARRETT) - SERVICING 


= 


1. General 


A. The pneunatic starter 1з mounted on the right pad of the transfor gearbox. 
The starters are intercheageable. Access is gained through the right fen 
cowl door Vo. 183. Servicing procedures for engine starters on ell engines 
ere identical. 


2. 10018 end Equipment Required 


NOIE: Equivelent substitutes pay be used instead of the following listed 
items: 


Item Name Nuober Wanufacturer Use 


A Container Catch drained 
{арргох1- oil 
mately one 
US quart) 


3. Servicing Pneumatic Starters 
А. Fill Starter Housing With Dil 


(1) Hake certain that throttle/thrust reverser lever is tagged and that 
Following circuit breakers are open and tagged: 


NOTE: Numbering on circuit breaker panel denotes engine position. 


Circuit Sreaker Section 
Engine ignition Ас bus 1, 2, 3, or 4 
Engine starters Battery bus 
Ignition P.S. control Bettery bus 


(Engines 2 and 3) 
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текс 
STARTER. 
FILE PLUG. 
DRAIN PLUG. 
НА28878 
Pneuaatic Sterters - Servicing : 
Figure 301 
' 
к 
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Circuit Breaker Section 
Ignition а tach pur Bettery bus 
supply 

(Engines 2 and 3) 

Thrust reverser emer stow де bus 3 
Reverse thrust ос bus 1 or A 


Meke certain that thrust reverser hydraulic system manual shutoff 
normal and emergency stow valves, lacated in left main gear wheel well, 
are closed. 

Remove fill plug. 

fill starter housing through fill port until oil flows fron fill port. 


OIE: Amount of engine oil used will be less than 1 quart 
(approximately 570 С.С.) 


Install fill port plug. Tighten plug to torque of 65 to 85 inch- 
pounds, and safety with lockwire. 


Remove Lag from throttie/thrust reverser lever, and remove tags and 
close following circuit breakers: 


NOTE: Aumbering on circuit breaker panel denotes engine position. 


Circuit Breaker Section 
Engine ignition Ac bus 1, 2, 3, ога 
Engine starters Battery bus 
Ignition P.S. control Battery bus 
{Engines 2 and 3) 
Ignition & tach риє Battery bus 
supply 

gines 2 and 3) 
Thrust reverser emer stow Ac bus 3 
Reverse thrust Oc bus 1 or à 


12-20-2 
CODE $0 
Page 303 


DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


IAAINIENANCE MANUAL 


(7) Open thrust roverser hydraulic system manual shutoff normal and 
emergency stow valves, located in left mein gear wheel well. Safety 
valves in open position with lockwire. 


WARNING: МАКЕ CERTAIN FLIGHT СОНРАВТНЕКТ THRUST REVERSER LEVER 
POSITION CORRESPONDS WITH THRUST REVERSER TRANSLATING 
COWL POSITION ANO THAT ALL PERSONNEL AND EQUIPMENT ARE 
WELL CLEAR OF THRUST REVERSERS ON ALL FOUR ENGINES 
BEFORE OPENING MANUAL SHUTOFF VALVES. INADVERTENT 
THRUST REVERSER OPERATION COULD RESULT ГН DEATH OR 
SERIOUS INJURY ТО PERSONNEL. 


B. Drain Oil From Sterter Housing 


(1) Tag throttle/thrust reverser lever and open and tag following circuit 
breakers: 


NOTE: Numbering on circuit breaker panel denotes engine position, 


Circuit Breaker Section 
Engine ignition Ac bus 1, 2, 3, or 4 
Engine starters Battery bus 
Ignition P.S, control Battery bus 
(Engines 2 and 3) 

Ignition & tach pur Battery bus 
supply 

{Engines 2 and 3) 

Thrust reverser emer stow Ас bus 3 
Reverse thrust De bus 1 or 4 


(2) Close thrust reverser hydraulic system manual shutoff normal and 
emergency staw valves, located in left main gear wheel well. 


(3) Remove fill plug. 


(à) Remove drain plug end drain oil into container. 
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(5) Carefully examine oil removed fron starter for metal particles. 


NOIE: Fine metal particles indicate normal wear. Large pieces 
of vetal indicate internal damage. 


(6) Clean drain plug and check that metal seals are in qood condition. 
If not, discard and install new seals. 


(2) Install drala plug, tighten plug to torque of 65 to 85 inch-pounds and 
safety with lockwire. 
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PNEHMATIC STARTERS (EENDIX) - SERVICING 


1. Generel 


A. The pneumatic starter is mounted on the right pad of the transfer gearbox. 
The starters are interchangeable. Access is gained through the right fan 
соні door No. 183. Servicing procedures for engine starters on all engines 


are identical. 
2. Tools and Equipment Required 


NOTE: Equivalent substitutes may be used instead of the following listed 
items: 


Item Name Number Manufacturer Use 


А Container Catch drained 
Capproxi- - ой 
nately one 
US quart) 


3. Servicing Pneumatic Starters 
A. Fill Starter Housing With Sil 


(а) Make certain thot throttle/thrust reverser lever is tagged and that 
following circuit breakers ere open and tagged: 


NOTE: Numbering on circuit breaker penel denotes engine position. 


Circuit Breaker Section 
Engine ignition Ac bus 1, 2, 3, or 4 
Engine starters Battery bus 
Ignition P.S. control Battery bus 


(Engines 2 and 3) 
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PREUHATIC 
STARTER 
та PLUG 
К 
[53 


222 


Pneumatic Starters - Servicing 
Figure 301 
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Circuit Breaker Section 
Ignition & tach pur Battery bus 
supply 

(Engines 2 ond 3) 

Thrust reverser ener stow Ae bus 3 
Reverse thrust Ос bus 1 or 4 


Make certain that thrust reverser hydraulic system manual shutoff 
normal and emergency stow valves, Located in left main gear wheel well, 
are closed. 


Remove fill plug. 


With starter installed, fill sterter housing through fill port. Use 
dipstick to check that oil level is within range. 


CAULION: 00 NOT OVERFILL STARTER. OVERFILLING WILL PRODUCE STARTER 
OVERHEATING. IF STARTER IS OVERFILLEO, ORAIN EXCESS FRON 
DRAIN PORT. 


ХОТЕ: Amount of engine oil used will be less thon 1 quort 
(approximately 250 C.C.) 


Instell fill port plug. Tighten plug to torque of 80 to 90 inch- 
pounds, and safety with lockwire. 


Remove teg fron throttle/thrust reverser lever, and remove tags and 
close following circuit breakers: 


NOTE: Numbering on circuit breaker panel denotes engine position. 


Circuit Breaker Section 
Engine ignition Ac tus 1, 2, 3, or 4 
Engine starters flattery bus 
Ignition P.S. control Battery bus 


{Engines 2 and 3} 
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Circuit Breaker 


Section 


Ignition & tach pwr 
supply 

(Engines 2 and 3) 

Thrust reverser ener stow 


Reverse thrust 


Battery bus 


Ae bus 3 


Ос bus 1 or à 


(7) Open thrust reverser hydraulic system manual shutoff nome) and 
energency stow valves, located in left main gear wheel well. Sofety 


valves in open position with lockwire. 


WARNING: МАКЕ CERTAIN FLIGHT CONPARTHENT THRUST REVERSER LEVER 
POSITION CORRESPONDS WITH THRUST REVERSER TRANSLATING 
COWL POSITION ANO THAT ALL PERSONNEL AND EQUIPHENT ARF. 
WELL CLEAR OF THRUST REVERSERS ON ALL FOUR CNGINES 


BEFORE OPENING MANUAL SHUTOFF VALVES. 


INADVERTENT 


THRUST REVERSER OPERATION COULD RESULT IN DEATH Oft 


SERIOUS INJURY TO PERSONNEL. 


B. Drain 011 From Starter Housing 


ХА) Teg theottle/thrust reverser lever end open and tag following circuit 
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breakers: 


ХОЋЕ: Sumbering on circuit breaker panel denotes engine position. 


Circuit Breaker 


Section 


Engine ignition 
Engine starters 


Ignition P.S. cantrol 
{Engines 2 and 3) 


Ignition & tach рис 
supply 
(Engines 2 and 3) 


Thrust reverser ener stow 


Reverse thrust 


Ao bus 1, 2, 3, or 4 
Battery bus 


Battery bus 


Battery bus 


Ac bus 3 


Ос bus 1 or & 
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(2) Close thrust reverser hydraulic system sanual shutoff normal and 1 
emergency stow valves, located lo left main gear wheel well. 


(3) Remove fill plug. 
(8) Remove drain plug and drein oil into container. 
(5) Carefully examine oil removed from starter for metal particles. Ї 


NOTE: Fine metal particles indicate normal wear, Large pieces 
А of metal indicate internal damage. 


(6) Clean drain plug and check that metal seals are in good conditian. 
If not, discard and install new seels. - 


(7) Install drain plug, tighten plug to torque of 80 to 90 inch-pounds and 
safety with lockwire. 
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CONSTANT SPEED DRIVE (CSD) TRANSHISSION - SERVICING 


1. General 


A. Procedures for servicing all engins constant speed drive (650) transmission 
cases and spline cavities are identical. 


В. The CSD transmissions are located below the engines and ate mounted on the 
forward side of the engine accessory drive case. 


C. The output spline cavity serves as an oil reservoir for tho generator lubri- 
cation system, The generators are self lubricated and do not require 
lubrication servicing other thon maintaining an adequate 03) supply in the 
output spline cavity. 


D. The CSD transmission cese end spline cavity capacities, together with the 
recommended epproved oil specifications, are shawn on the oil systems 
replentshment chart (12-02, General Servicing). For oil change procedure, 
зве Chapter 24, 

2. Jools and Equipment Required 


NOTE: Equivalent substitutes may be used instead of the following listed 


items. 

Item Name Number Manufacturer Use 

A Pressure Commercially | Pressure fill CSD 
service cart available transmission oil 
or handpump system 
(25 to 30 psi 
pressure 
capacity) 

8 CSD service 390500-6 Aeroquip Corp. Connect service 
hose coupling Aircraft Div. hose to CSD 
half Jackson, Mich. coupling half 

(390200-6) 

C CSD spline Connect service 
cavity ser- hose to input and 
місе hose output spline 
coupling half cavity pressure- 

fill coupling half 

D Gasket HS17413-112 Commercially Drain plug вові 


available 
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3. Service CSD Transmission Cese 
WARNING: JET ENGINE OIL HIGHT CAUSE SEVERE SKIN IRRITATION, WASH SKIN 


THOROUGHLY AFTER EXPOSURE. PAINJED SURFACES ОМ WHICH JET ENGINE 
GIL HAS BEEN SPILLEO SHOULD BE CLEANED IMMEDIATELY. 


CAUTION: USE ONLY ВЕСОМНЕКСЕО, APPROVED JET ENGINE OIL WHEN SERVIC: 
YRANSHISSION OIL SYSTEM. SEE OIL 5Ү5ТЕН5 REPLENISHMENT CHART 
(12-02), GENERAL SERVICING) FOR RECOMMENDED APPROVED OIL. 


cso 


А. Add oil 


CAUTION: ENSURE EXTRENE CLEANLINESS WHEN SERVICING CSD TRANSHISSION OIL 
SYSTEM. 


(1) Connect service pressure hose coupling to transmission сазе pressure- 
1131 connector (see Figure 301). 


(2) Slowly pressure fill transmission oil system; use 25 to 36 psi oil fill 
pressure, 


(3) Continue to add oil until oil appears in green area of sight gage glass. 
Stop oil flow wait approximately 3 minutes for oil level to stebilize. 


(а) Check oil level gage; add or drain as required to obtain visual indica- 
tion of oil level within green өгөө on gage. 


CAUTION: 00 МОТ OVERFILL CSD TRANSMISSION OIL SYSTEM. OVERHEATING 
мэ SLUDGING, CAUSED BY OVERFILLING, CAN RESULT IN DRIVE 


(5) If drain plug is removed to adjust аі) level, use following procedure to 
install plug: 


(а) Install new gasket (8517413-112, O-ring) on drain plug. 
(b) Install drain plug; tighten plug to torque of 75 to 100 inch-pounds. 
(c) Safety plug with Іосікніге, 


(6) Remove service hose. 
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4. Service CSD Input end Output Spline Cavities 


WARNIAG JET ENGINE OIL HIGHT CAUSE SEVERE SKIN IRRITATION, WASH SKIN 


THOROUGHLY AFTER EXPOSURE. PAINTED SURFACES QN WHICH JET ENGINE 
OIL HAS SEEN SPILLED SHOULD ВЕ CLEASEO I'tEDIATELY 


CAUTION USE ONLY RECOMENDED. APPROVED JET ENGINE OIL WHEN SERVICING CSD 


TRANSMISSION INPUT AND OUTPUT SPLINE CAVITIES. SEE OIL SYSIFMS 


REPLENISHhENT CHART (12-02). GENERAL SERVICING) FOR RECOMHENOEO: 
APPROVEO OIL, 


А Add бід {CSO Input Spline Cavity) 


4) 


Кај 


Connect service pressure hose coupling to input spline cavity pressure 
fill connector (see Figure 301). 


Usina 25 to 40 psi oil fill pressure slowly pressure fill input spline 
cavity until 


(aV бп aircraft before incorp. of 5871-80. oil flows from engine drain 


? On aircraft with 5071-80 іпсогр. 


mast. 


oil flows from uncapped end of Tee 
fitting on bottom of drain can. 


NOTE’ The input spline cavity fllI-connector check valve requires an 


oil pressure of 20 to 25 psi to open. 


Remove service hose. 


Install cannector сар, tighten cap to toraue of 25 to 30 inch-povads. 


Safety cannector cap with lockwire 


B лав Gil (ESD Output Spline Cavity) 


85 


Ка 


59 
ха) 


©) 


dun БИВА 


Connect service pressure hose coupling to output spline cavity pressure 
fill connector (see figure 301). 


Slowly pressure fill 
the overboard drainline. 


put spline cavity until oil starts to flow from 


NOTE Тһе output spline cavity fill connector check valve requires an 


oil pressure of 20 to 25 psí to open. 


Remove service hose. 


Install connector cap* tighten cep to torque of 25 to 30 inch-pounds. 


Safety cap with lockwire. 
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4. Service CSO Input and Output Spline Cavities 


WARNING: JET EAGISE OIL HIGHT CAUSE SEVERE SKIN IRRITATION. WASH SKIY 
THOROUGHLY AFTER EXPOSURE. PAINTED SURFACES ON WHICH JET ENGINE 


OIL HAS BEEN SPILLED SHOULD BE CLEANCO IMMEDIATELY. 


USE ONLY RECOMMENDED, APPROVED JET ENGINE OIL WHEN SERVICING CSD 
TRANSMISSION INPUT AND OUTPUT SPLIAE CAVITIES. SEE OIL SYSTEMS 
REPLENISHMENT CHART (12-02). GENERAL SERVICING) FOR RECOMENDED 
APPROVED OIL. 


А. Add Dil (CSD Input Spline Cavity) 


41) Connect service pressure hose coupling to input spline cavity pressure 
fill connector (see Figure 301). 


5 


Using 25 to 40 psi oil fill pressure, slowly pressure fill input spline 
cavity until: 


{а} On aircraft before іпсогр. of 5871-80, oil flows from engine drain 
mast, 


(b) On aircraft with 5871-80 iecorp., oil flows fron uncapped end of Tee 
fitting on bottom of drain can. 


OTE: The input spline cavity fill-connector check valve requires an 
oil pressure of 20 to 25 psi to open. 


(3) Remove service hose. 
14) Install connector cap; tighten cep to torque of 25 ко 30 inchapaunds. 
19) Safety connector cep with lockwire. 

B. Add Oil (CSD Output Spline Cavity) 


<l» Connect service pressure hose coupling to output spline cavity pressure 
fill connector (see figure 301} 


Slowly pressure fill output spline cavity until oil starts to flow from 
the overboard drainline. 


NOTE: The output spline cavity fill connector check valve requires an 
oil pressure of 20 to 25 psa to open. 


(3) Remove service hose. 
Ха, Install connector cep: tighten сар to torque of 25 to 30 inch-pounds. 


(5) Safety cap with lockwire. 


12-20-3 
CODE 50А 
Jun 1/84 Page 303 


DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 
MAINTENANCE MANUAL 


TRANSMISSION CASE 
ди LEVEL SIGHT GAGE 


CSO TRANSMISSION CASE 
FRESSURE FLL CONTIECTOR 
АНО SERVICE HOSE 


AC GENERATOR 


ован САН 


550 TANK ОВАН. : 


Seet UNE 


JENERATOR OIL LEVEL 
ЗОНГ CAGES GLANS, 
Vuen 3 PLACES) 


OUTPUT SPLINE CAVITY 
PRESSURE Fi. 


CONNECTOR 
SERVICE HOSE 


INPUT SPLINE CAVITY сәр TANK ORAIN PLUG MAGNETIC ORAIN 
PRESSURE FILL, sREMOVE TO ADJUST Ou, — PlUG ASSEMBLY 
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TRANSMISSION CASE 
OI LEVEL SIGHT GAGE 


‘GENERATOR OIL op. 
SIGHT GAGES «GLASS: 
ATYPICAL З PLACES: 


'SCAVAGE UINE- هد‎ 


/ 
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Service CSD Input and Qutput Spline Cavities 


WARNING: JET ЕХОЊЕ OIL MIGHT CAUSE SEVERE SKIN IRRITATIUS. WASH SKIN 


THOROUGHLY AFTER EXPOSURE. PAINTED SURFACES ON WHICH JEU ENGINE 
OIL HAS 8FEN SPILLED SHOULO BE CLEANED ,IRHEDIATELY. 


CAUTION: USE ONLY RECOMENDED, APPROVED JEL ENGINE OIL WHEN SERVICING CSO 


TRANSMISSION УРТ AND QUIPUT SPLINE CAVITIES, SEE 0Ш. SYSTEMS 
REPLENISHNENT CHART (12-02), GENERAL SERVICIAG) FOR RECOMMENDED 
APPROVED OIL. 


Add Oil CSD Input Spline Cavity? 


(12 Connect service pressure hose covpling to input spline cavity pressure 


Fall connector (see Figure 301). 


42) Using 25 to 40 psi oil fill pressure, slowly pressure fill input spline 


cavity until; 


(a) On aircraft before incorp. of 5871-80, oil flows fron engine drain 
mast. 


192 Qn aircraft with 5871-80 iocorp., oil flows from uncapped end of Тес 
fitting on bottom of drain can. 


NOTE: he input spline cavity fill-connector check valve requires an 
oil pressure of 20 to 25 psi Lo open. 


13) Remove service hose. 


Install connector cap; tighten cap to torque of 25 to 30 inch-pounds. 


152 Safety connector cap with lockwire. 


Add 011 (CSO Output Spline Cavity) 


(1) Connect service pressure hose coupling to output spline cavity pressure 


Fill connector (see Figure 301). 


2 Slowly pressure fill output spline cavity until oil starts to flow from 
the overboard draioline. 


NOTE: The output spline cavity fill connector check valve requires ап 
~~ oid pressure of 20 to 25 psi to open. 


i3) Remove setvice hose. 
14 Install connector cap; tighten cap to torque of 25 to 30 inch-pounds. 


45; Safety cap with lockwire. 
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Л AC GENERATOR 


CSD TRANSMISSION CASE 
PRESSURE FILL CONNECTOR 
AND SERVICE KOSE 


APICAL 


241 


ЕИ 
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AIR-CONDITIONING UNIT AIR CYCLE MACHINE - SERVICING 


1. General 


A. The air-conditioning unit air cycle machines are located on the left and 
right sir conditioning tunnels. 


B. The air cycle machine oil sump capacity ond specifications sre shown in 
the oil systems replenishment chart (See 12-02). 


2, Tools and Equipment Required 


NOTE: Equivalent substitutes may be used instead of the following listed 


items. 
Item Name Number Manufacturer Use 
А Oil servicing Fill air cycle 
unit or machine 
container-filling 
8 Drain pan or Renove drained 
container oil 
C — Lackwire, „022 Secure fill plug 
corrosion- : ond drain plug 
resistent steel 
D Seupper drain or Drain air cycle 
funnel with suit- machine 
able hose 
attached 
Packing 590260111 Airesearch Seal fill plug 
Packing 590260110 Airessarch безі drain plug 
12-20-4 
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3. Service Айе Cycle Hachine Cooking Turbines 


HARNING: JET ENGINE OIL MIGHT CAUSE SEVERE SKIN ERRITATION. WASH SKIS 
THOROUGHLY AFTER CXPOSURE. 


MARS 


PAINTED SURFACES, ON WHICH JET ENGINE OIL НАЗ BEEN SPILLED, SHOULD 
BE CLEANED IMMEDIATELY. 


сөнө: 


USE ONLY APPROVED JET ENGINE OIL WHEN SERVICING COOLING TURBINES. 
DO NOT MIX TYPES OR NAHE BRAND OILS. 


A. Check Turbine ОБЕ Level 
(1) Remove filler plug. Oil level should be maintained at filler opening. 
в. Add Oil 
(4) Remove oil filler plug (see Figure 301). 
(2) Fill turbine sump until oil begins to ooze out of filler opening. 
NOYE, When necessary to use а different brand of oil than previously 
used, the oil system should be drained completely before the new 
oil is added. 


{3) Install oil filler plug with new «ring. Tighten and safety plug with 
«032 corresion-resistant steel lockwire. 


с. Orain Oil 


КІ) Remove oil filler plug end entire drain plug assembly using outer hex 
fittings catch oil in drain pan, 


(2) Install droin plug ossenbly with new O-ring. Tighten and safety plug 
with „032 corrosion-resistant steel lockuire. 


D, Fill Turbine 081 Sump 
() Remove oil filler plug (see Figure 301). 


(2) Fill turbine sump with new oil until oil begins to ooze aut of filler 
opening. 


СО Install oil filler plug with new O-ring. Tighten and safety plug with 
+032 corrison-resistant steel lockwire. 
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COMPRESSOR. 


COMPRESSOR 
DISCHARGE 
OVERHEAT 
SWITCH 


MOUNTING PAN 


LEFT SYSTEM SHOWN 
RIGHT SYSTEM SIMILAR 


АМА CYCLE MACHINE 
VIEW LOOKING OUTBOARD 


PACK FLOW 
CONTROL 
SKUTOFF 
YANE 
AIR CYCLE INTERMEDIATE. 
MACHINE AIR DUCT 


ACTUATOR 


RAM AIR 
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AUXILIARY POWER UNIT (APU) - SERVICING 


1. Gonerol 
А. The auxiliory power unit (APU) їз located In the aft end of the forward 
cargo compartment. Access to APU oil tenk servicing is through the forward 
cargo compartment aft door. 
D. Тһе APU oil tank capacity and approves oil specifications are shown on the 
oil systems replenishnent chart {see 12-02, Servicing), 


2. (Tools and Equipment Required 


NOTE: Equivalent substitutes may be used instead of the following 
listed items: 


Item “өле Number Manufacturer Use 
A 08 servicing Conmericolly FALL oil tank 
unit (pressure- available 
type) 
B Drain рап ог 2 US Gallons Receive drained 
container oil 
3. Serv: Auxiliary Power Unit 


AVOID PHYSICAL CONTACT WITH APU WHEN UNIT IS HOT. 
JET ENGINE OIL MIGHT CAUSE SEVERE SKIN IRRITATION, 
WASH SKIN THOROUGHLY AFTER EXPOSURE. PAINTED SUR- 
FACES, ON WHICH JET ENGINE OIL HAS BEEN SPILLED, 
SHOULD BE CLEANED IMMEDIATELY. 


CAUTION: USE ONLY APPROVED JET ENGINE OIL WHEN SERVICING 
AUXILIARY POWER UNIT. DO NOF MIX TYPES OR NAME 
BRANDS OF OILS. 
А. Fill Oil Tank 
(1) Remove oil tank filler cap (Ref. Figure 301). 


CAUTION: DO NOT OVERFILL APU OIL TANK. 
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NOTE: 

LEFTAPU SHOWN 
RIGHT APU UF 
INSTALLED) SIMILAR. 
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(2) Fill oil tank with new oil to full mark on dipstick; allow time for otl 
level to drop оз air is vented feon tank. Continuo tn add oil until eil 
level remains at full mark. 


ттс 


(3) Install filler cap. Lino са cap must be horizontal. 
CAUTION: МАКЕ CERTAIN FILLER CAP 15 SECURE. 
8. Drain 011 Tank 


D 
NOT Drain oil while engine fs still bot from operation. IF necessary, 
start ond operate engine until 011 reaches steady temperature, then 
shut down engine and proceed with oil change while oil is hot (see 
49-00, Adjustment/Test). 
(1) Remove oil tank filler cap. 
WARNING: AVOID PHYSICAL CONTACT WITH OIL WHEN APU ENGINE IS t 
HOT. OIL TEHPERATURE CAN ЕХСЕГО 93°C (200°F). в 
(2) Remove drain plug; allow oil to drain completely. 
(3) Install drain plug; tighten securely. 
{4) If oil tank is not to be filled at this time, install oil tank filler 
cop Ко prevent contamination of tank and/or system. 
. 
D 
' 
[4 
г k 
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SERVICE CHART - RECOMMENDED LUBRICATION 


NUMBER OF 


ITEM ПЕН FITTINGS 
м DESCRIPTION APPLICATION OR AREAS 
ч Door Hinge 011 Cen 

2 Actuating Cylinder 


Attach Point 
3 Linkage 
Lock Assembly 
Rod Ende 


Door Latchos 


Hook 


"Oil lightly and wipe off өхсовз. 


**Apply light coat of grease to striking surface. 


Wr Grease - Wide Temperature Range - MIL-6-81322 
dL - 011 ~ General Purpose Corrosion Preventative - VY-L-800 


Frequency Interval Recommended - On Condition 


Upper Cargo Door - Lubrication 
Figure 301 (Sheet 2) 
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SERVICE CHART - ВЕСОННЕХОЕО LURRICAT LON 


| NUNBER OF 
1 шем ИД LUBE FITTINGS 
|. | DESCRIPTION TYPE APPLICATION + 08 AREAS 
БСН pepe 

je | Engine forward mount HS Brush 
! | bolts and bushings 
Р 2e | Engine aft mount 5 Brush 

bolts and bushings | 


Apply coat of oil to shank and threads. After instelletion, coat 
entire nut-bolt assembly with oil for corrosion prevention. 


NOTE: Oil should be thoroughly stirred before applying. 

MS oil - Moly silicone - MIL-L-25681. 

For lubrication frequency interval recommendation, see 12-80-0, General- 
Servicing. 


Engine Mount. -- Lubrication 
Figure 301 (Sheet 2) 
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POWER PLANT - LUBRICATION 


1. General 


A. Wt is recommended that the airplane be secured in an erea suitable for 
lubrication servicing. The area should be free of sand, dirt, dust, and 
ether environmental conditions that might contribute to improper servicing. 


8. Observe power plant maintenance practices safety precautions before and 
during lubrication servicing as outlined in the engine chapters. 


C. The recommended lubrication servicing equipment should include grease guns, 
oil cans, brushes, clean cloths, and other facilities as required for 
proper lubrication. 
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SERVICE CHART - ВЕСОННЕХОЕО LUBRICATION 


NUMBER OF 
ITEM пел LUBE FITTINGS 
а. | DESCRIPTION ТҮРЕ APPLICATION on AREAS 
Сон door hinge pins! 06Р Oilcan - 5 

| Н brush (each coal 

і | і door} | 

і і ! 

WI Cowl door latch осе Dilcan ~ H 

| mechanism brush leach left 

| door) 


* OL lightly and wipe off excess 


ОСР oil - General purpose 


for lubrication frequency interval recomsendation, see 12-80-0, General 


Servicing. 


Engine Сочі Doors ~- Lubrication 
Figure 302 (Sheet 2) 


бес 1/82 


12-86-1 
cone 50 
Page 305 


_ DOUGLAS AIRCRAFT CO., INC. 


DC-8 SEVENTY SERIES 


MAINTENANCE MANUAL 


PNEUMATIC 
STARTER 


HA28378 


Engine Pneumatic Starter ~- Lubrication 
Figure 303 (Sheet 1) 
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SERVICE CHART - RECOMENDED LUBRICATION 


хонаев OF 
HG) LURE. FITTINGS 
DESCRIPTION TYPE APPLICATION 98 AREAS 


H 
Starter oil sump | ОЗЕ. Punp-type 


oilcan or 
Service unit 
dispenser 


в 


Starter drive splines| GHD Brush - 


ОЗЕ 


бмр 


Fill to bottom of fill port threads. Oil capacity is approximately 
570 cubic centimeters (19.27 fluid ounces). Install new packing or 
fili plug. Install fill plug; tighten plug to torque of 220 to 240 
inch-pounds. Safety plug with lockwire. 


To drain, remove fill port and drain plugs; allow starter to drais 
completely. Inspect/check oil and magnetic drain plugs far reta! 
particles. {Fine metal particles indicate normal wear, larger 
particles indicate internal component danage.> Clean drain plug: 
install and tighten plug to torque of 65 to 85 inch-pownds. Safety 
drain plug with lockwire. Install fill plug as noted above, 


CAUTION: 90 AOT OVERFILL STARTER HOUSING, 
Apply coat of grease to drive splines. 
oil - Jet engine (General Electric specification ОБОТЕІ, as revised" 


grease - Aeroshell 17 (or equivalent) 


for lubrication frequency interval recommendation, see 12-80-0, Gereral- 
Servicing. 
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Engine Pneumatic Starter -- Lubrication 
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SERVICE CHART - RECDIMENDEO LUBRICATION 


m 
WHER ОР 
ПЕН ПЕН LUBE FITTINGS 
ND. OESCRIPT ION TYPE APPLICATION OR AREAS 
IU Engine oil tank ож can or 5 
dispenser 


* See engine oil system servicing procedures, 12-20-1. 


ОЗЕ oil - Jet engine (General Electric specification 050IFl, as ceviseu: 


For lubrication frequency interval recommendation, see 12-80-0, General- 


Servicing. 
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AC GENERATOR 


GSO TRANSMISSION CASE 
Dag Ers 
(D SERVICE HOSE 


TRANSMISSION CASE 
OILLEVEL SIGHT GAGE 


ҚОҒА сате 
ESSURE FI 


gena 


ш 


ОШРУ SPLINE CAVITY 


m 


CSO TANK DRAIN PLUG 
(REMOVE ТО ADJUST OIL 
LEVEL OVERFIL CONDITION 


viw A 
CSO TRANSMISSION 


AND GENERATOR. 
{RIGHT-SIDE LOOKING UP) 


viw В 


TRANSMISSION CASE OIL 
“LEVEL SIGHT GAGE 
WA28835 
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SERVICE CHART = RECOMMENDED LUGRICATION 


і NUMBER «| 
Inm d ITE шә FITTINGS | 
1 N0. j DESCRIPTION | ТҮРЕ APPLICATION, OR AREAS | 
1* ^ Мари spline cavity | ОЗЕ | Pressure service - 4 
pressure-fill Н cart | 
connection - 1 | 
: і | 
258500: CSD transmission ; OE | Pressure service - | 
` сөзе pressure-fill | cart | 
р connection ! 
і 
j 3*** | Output spline cavity | ШЕ | Pressure service - 
i ptessure-fill Í cart 
| connect ion l 


ж Input spline cavity - To fill: Remove input spline cavity overfill 
standpipe drain cap. Connect service hose to input cavity pressure- 
fill connector. Slowly fill cavity (25 to 40 psk pressure) until oil 
flows fron engine drain mast, Install pressure-fill connector сар: 
tighten cap to torque of 25 to 36 inch-paunds. Safety cap with lock- 
wire. To drain: Remove input cavity drain plug assembly: allow 
cavity to drain thoroughly, Install drain plug: tighten plug to 
torque of 30 to 50 inch-pounds. Safety plug with lockwire. 


жж Transmission case - Check sight gage at preflight. То edd oil: 


Connect pressure service hase to case pressure-fill connector. 
Slowly Fill transmission oil system (25 to 30 psi oil Fill pressure) 
until oil appears in green area of eight gage glass. Stop oil flow: 
wait spproximately 3 minutes for oil level to stabilize. Check oil 
level gage: add or drain as required to obtain visual indication of 
oil level within green area on gage. Remove service hose. 


CAUTION: 00 NOT OVERFILL TRANSMISSION CASE. OVERFILLING CAN CAUSE 
GVERHEATEAG АХО OIL SLUDGING, RESULTING IN DRIVE БАМАБЕ. 


If drain plug is removed to adjust oil level, install new gasket 
(M517413-112, o-ring) on drain plug. Install plug: tighten ріод to 
torque of 75 ta 100 inch-pounds. Safety plug with lockwire. 


For oil change snd/or filter replacement, see Chapter 26. 


Constant Speed Drive (CS0) Transmission ~~ Lubrication 
Figure 305 (Sheet 2) 12-86-1 
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SERVICE CHART - RECOMENDED LUBRICATION 
see Output spline cavity ~ Check generator sight gages at preflight, 

To fill: Connect service hose to output spline cavity pressure- 

fill connector. Sloxly fill cavity (25 to 40 psi pressure) until 

011 sterts to flow from overboard drainline. Install pressure-fill 
connector сар: tighten сар to torque of 25 Lo 30 inch-pounds. Safety 
cap with lockwire. To drain: Remove pressure-fill connector check 
valve. Allow cavity to drain thoroughly. Install check velve: 
tighten valve to torque of 30 to 50 inch-pounds. Install cap: 


tighten cap to torque of 25 to 30 inch-pounds. Safety cap with 
lockwire. 


TE: The output spline cavity serves аз an oil reservoir for the 
generator lubrication system. The generators are self 
lubricated and do not require lubrication servicing other 
than maintaining an adequate oil supply in the output spline 
cavity. 


ОЗЕ oil ~ Jet engine (Suadstrand specification MS 02.40, as revised? 


for lubrication frequency interval recommendation, see 12-80-0, General- 
Servicing. 


Constant Speed Drive {CSO} fransmission -- Lubrication 
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